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PENETRATING—HEALING—CLEANSINC | 


P'YORRHOCIDE 
POWDER 


stimulates blood circu- 
lation in diseased gum 
tissue. Its penetrating 
properties convert a 
sluggish flow of blood 


magesa'e (ANTISEPTIC) —~ . into an active one. Its 
MEDICATED DENTIFRICE | |E | remedial properties 


FOR PREVENTION AND TREATMENT OF strengthen soft, bleed- 
ing, spongy gums. It 


PYO eR HEA | keeps the gums pink, 


FOR THE CORRECTION OF hard and firm—the 


SOFT -BLEEDING-SPONGY teeth white and clean. 
RECEDING GUMS | PO vcane 


FOR PROMOTION AND MAINT ENANCE OF 


TOOTH, GUM POWDER 


_AN D (Antiseptic) 
M 0 UT H H EA LTH is medicated with Dentinol 
= (3%). Dentinol is a germicidal 
Piice Qne Dollar and healing agent applied at 


the chair, to reduce inflamma- 
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THE SrnTine® tion and infection, and to heal 
IDE CO.))kn”. broken-down tissue. Always 

& PyOR aie p- used full strength. 
OW Oe ee Both Pyorrhocide Powder and 
Dentinol perform their work 


, | 
THS SUPPLY a 
THIS PACKAGE CONTAINS SIXHON. without toxic or caustic action. 




















PRESCRIBE PYORRHOCIDE POWDER—COMPARE RESULTS 


The genuine Improved Dentinol Pyorrhea Scalers and 
Files, Dentinol Perfect Syringe, liquid Dentinol and Py- 
orrhocide Powder can be obtained from any Dental Depot. 
Pyorrhocide Powder at all drug stores. 


The Dentinol & Pyorrhocide Co., Inc. 


Sole Distributors 


1480 Broadway New York 
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at these 
Greatly 


Nottlaxe Reduced 
. Prices! 
for 


One ounce 


Safety $0.75 
Six ounces 


Conven- $4.00 


ience a 
Comfort four ounces 


$15.00 


Always ready—no boiling—no muixing—no 
measuring—no waiting—always just right. 


A completely sterile isotonic solution. 


Elements contained in it preserve the solution 
indefinitely. 
Does not deteriorate. 


Nottm, has stood the test of fifteen years 
actual use in millions of cases. 


Our supply of Nontoxo Booklets 
is limited. Write for one now. 


CLEVELAND AKRON DETROIT FLINT 
COLUMBUS INDIANAPOLIS GRAND RAPIDS 
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R. & R. 
MODEL STONE 



















Fineness of grain and texture permits R. & R. 
Model Stone to settle to every line and contour of 
the impression with a certainty that is gratify- 
ing to the operator who demands the best for 
himself and his patients. 


R. & R. Model Stone forms a smooth, dense and 
durable cast. 





Possesses excess strength. 

Withstands swaging to any extent. 

Does not chip or flake in carving. . 

Does not discolor vulcanite. 

Convince yourself by free trial that R. & R. 
Model Stone is the best stone for you to use. 


Write for sample and literature. 


CLEVELAND AKRON DETROIT FLI 
COLUMBUS INDIANAPOLIS GRAND RAPIDS 
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BUSY? 
Then read this: 


{ If a first class laboratory man came to you 
and said, “‘I will place myself in your employ to 
do all your work to the best of my ability and 
skill and charge you for the time devoted to the 
job and results, only’’ wouldn’t you take him? 
Just think! You would not be obliged to pay 
him for the hours he wasn’t busy nor for work 
spoiled nor would you be bothered by having 
him around your office. Wouldn’t that be fine? 


{ Here’s our offer to you. We can place such 
aman at your disposal to do your hard pieces, 
and you pay him for results only. He will not 
be in your way, nor muss up your laboratory, 
because he will do the work in our laboratory. 


‘| Our laboratory work is good. We know it is 
good because our patrons take the time to tell 
us how well pleased they are. 


{{ Your man is here and on the job; send him 
that hard piece as a starter. He will do the rest. 


Lhe. 


COLUMBUS, O. 


TOLE » R& Ur SFr. 


INDIANAPOLIS, IND. CLEVELAND, O. 
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A Great Aid to Prophylaxis 





R&R. 


Stain Remover 


quickly frees teeth from stains 
and discolorations, without 
injury to the enamel or soft 
tissues. 


Softens tartar, rendering its 
removal quick and easy. 


Easily applied. 


A great time and patience 
saver. 


Prepared by 
THE 
RANSOM & RANDOLPH 
COMPANY 
Toledo - Ohio - U.S.A. 














To Make a Clean, Painless Incision Always Use Genuine 


R. & R. 
Schimmel Needles 


Points are concave and razor-sharp. 
Positive contact between end of 
syringe and needle. No washers 
are necessary. 


Sterilized and sealed in glass vials, 
the needle reaches the dentist in a 
sterile and aseptic condition. 


COLUMBUS GRAND RAPIDS 
DETROIT 
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PRACTICAL case. 
Cast in one piece 
with WILLGOLD 
XXX 


PRACTICAL case. 
Cast in one piece 
with WILLGOLD 
XXX 


THE above cases were designed and cast 


by Dr. P. E. Akers, Chicago, Iil. 


(SEE ANNOUNCEMENT ON REVERSE SIDE) 











WILLGOLD XXX 


A tough and very springy alloy of gold and platinum 
with a beautiful light gold color. We believe this to 
be the best metal for the casting of clasps ever 
offered to the dental profession. The price is right, 
$1.45 per dwt. 
WILLGOLD C 

A 100% fine gold alloy with a small percentage of 
platinum to render it hard enough to preserve the 
smallest margins. Casts with clean margins and 
minimum shrinkage. Easily burnished. Makes 


You may have a two pennyweight sample of either 
of these two superior casting golds— 


WILLGOLD XXX AND WILLGOLD C 
FREE OF CHARGE 
by filling in this coupon and sending it to your 
dealer. 


Dealer 


[_] Please send me 10 dwt. of WILLGOLD XXX, price $1.45 
per dwt., and forward this coupon to The Williams Gold 
Refining Co. so that they may send me FREE OF CHARGE 2 
DWT. OF WILLGOLD C. 


2 Please send me 10 dwt. WILLGOLD C, price $1.20 per dwt., 
and forward this coupon to The Williams Gold Refining Co. so 
that they may send me FREE OF CHARGE 2 DWT. OF WILLGOLD 


XXX. (Only one of the above offers to be taken.) 





Name 


Address eee 


This coupon must be sent to your dealer. 
This offer is good for only thirty days, and can only be taken advantage of once. 
Dealer—Fill this order from your stock and forward coupon to us so that 


we may send free sample direct. 


THE WILLIAMS GOLD REFINING CO. 


SMELTERS AND REFINERS 
BUFFALO, N. Y. BRIDGEBURG, ONT. 
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No other quantity rates. 


In thousands of dental offices Conducto Tzbijets are 
daily producing perfect anesthesia: 


Each month, hundreds of dentists are added to the 
army of users till now they are —— the most talked 
of anesthetic tablets in America. > 


The Combination Tablet 


These three words tell the story. For years the dentist [ 
has used Novocain-Suprarenin Tablets added to more | 
or less indifferent Ringer solution with more or less 
unsatisfactory results. Sometimes success, often fail- 
ure. But now, dentists everywhere are using 






Procain-Suprarenin 
Ringer Tablets 






- The Ringer constituents are contained in the tablets. 


Just add one tablet to one mil of sterile distilled water. 


An anesthetic so prepared 1s tsotonic and when injected 
into the deep delicate tissues will not produce oedema, 
swelling, soreness, post-operative pain, nor interfere with 
healing of the tissues. 

Write for “The Dentist’s Story” 

and Complete Conducto Catalog 


-_ DENTAL PRODUCTS COMPANY 
CuIcaGo. US.A. 
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er your EDWARDS 
X-Ray Unit Today 


New Prices—New Terms 





Safe - T - Model 


' was $660.00 
New Price 


- $595.00 


Consider Safety, Reliability 
and Efficiency and your X-Ray 
choice will be an EDWARDS. 


Ask your dealer 


DW ARDS 


>» Gi 7 -\ ane) -] Te) -F- wale) * 
INDIANAPOLIS, U.S. A. 


Mobile Tube 
Arm Model 
was $875.00 


New Price 


$775.00 
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The Ney Clasp Surveyor 
(Designed by Dr. Louis J. Weinstein) 


A precision instrument for charting the convex surfaces 

of teeth to be clasped, thereby establishing correct guide 
lines to determine the shape and position of cast or 
wrought metal clasps, for removable bridgework and 
partial dentures. 


‘ 





Letter of a User: 


“One of the most valuable features is the accuracy with which it finds 
the correct position which any clasp must occupy on the tooth. 
Consequently, the most difficult cases, through peculiar axial in- 
clination or unusual contour, are rendered comparatively easy. 

“It is a time saver. Time that would otherwise be wasted in fitting 
a clasp bridge or denture, made in the old way, will, on the first case, 
pay for the instrument. 

“You are to be commended for placing within the reach of the pro- 
fession an instrument that must prove to be practically indispensable 
to anyone using clasps in partial denture construction.” 


(Name on request) 
Send for Illustrated Booklet 


THE J. M. NEY COMPANY 
HARTFORD CONNECTICUT U. S. A. 
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In this issue— 









We continue the series of reports 
from state dental societies, regarding 
oral hygiene activities in various 
states. 


This month North Carolina, Color- 
ado, Georgia, Nebraska, Kansas, III- 
inois and Louisiana are heard from. 


Nine reports appeared last month. 


California’s report appears next 
month. 


Has your state reported yet? 
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Oral H ygiene in 


Editor’s Note: 


In five years of medical 
and dental inspection of 
the children in the 
schools of North Caro- 
lina over 100,000 chil- 
dren have received free 
dental treatment. This 
story of the oral hygiene 
work was written by 
George M. Cooper, M.D. 
for the North Carolina 
State Board of Health 
and is reprinted from 
special Bulletin No. 210 
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NortH CarRo.uInA DENTAL SOCIETY 


OFFICE OF THE SECRETARY 
RALEIGH, N. C. 


November 9th, 1922. 


Dear Dr. McGee: 


In reply to your inquiry of 
October 16th, I beg to state 
that I am enclosing a marked 
copy of the North Carolina 


State Board of Health Report, 


dated January Ist, 1922, which 
I feel will give you the informa- 
tion you desire, in a general 


ry. 
might also state that the 
dental work, in the schools, 
has been extended to prac- 
tically every one of the one 
hundred counties in North 


North Carolina 


ae 
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Carolina, and that many of the 
larger cities have inaugurated 
whole-time dental clinics in 
their public schools. 

Most of the hospitals and 
state institutions have dentists 
on their staffs; however, at 
present, a plan is being worked 
out by the State Dental Society, 
whereby all state institutions 
will be under the supervision 
of one state Dental Super- 
visor. When this is accom- 
plished, we believe the work will 
be well under way, and that 
we will soon secure the recogni- 
tion in North Carolina our 
profession justly deserves. 


Sincerely, 
(Signed ) 
H. O. Lineberger, D.D.S. 
Secretary. 


Dental Clinics 


The organization and sup- 
port of free dental clinics for 
public school children was un- 
dertaken after long and careful 
study of the history of all such 
ideas and attempts toward such 
a system here in North Caro- 
lina and elsewhere throughout 
the United States. We en- 
deavored to profit by taking 
warning from the mistakes of 
others. Our whole plan 1s 
based on necessity and rigidly 
observes certain fundament 
principles. As_ stated else- 
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teeth fixed’? by a dentist employed and sent there by the N. 





All of the smaller of these pupils in a Granville County school have “had their 


C. State Board 


of Health. Many of them had never before even seen a dentist. 


where in this publication, pov- 
erty is by no means the most 
important cause of dental neg- 
lect. Thus, the first princi- 
ple laid down is: we do not 
dassify the children into rich 
and poor, able and unable, 
or otherwise, with the result- 
ing consequence of placing 
the whole enterprise in the 
realm of charity and pauperiz- 
ing the children. The clinics 
are open to all classes alike; 
and not a penny is accepted 
from any child treated in the 
clinics; it is a free clinic paid 
for out of public funds just as 
the public school is supported. 
The second principle estab- 
lished is that under no circum- 
stances is voluntary service on 
‘the part of any dentist, no 
matter how sincerely tendered, 
accepted; because to begin 
with, no special class of people 








such as dentists, should be 
called on to make sacrifice in 
time and labor for a cause that 


is a responsibility resting on 
the whole public; and in the 
second place, we would un- 
consciously be pauperizing 
again; and in the third place 
and most important, the enter- 
prise is strictly business and is 
financed through public funds 
on identically the same basis 
as the public school itself. The 
third principle rigidly enforced 
is that each dentist while en- 
gaged in the work is never 
allowed to treat anybody ex- 
cept school children between 
the specified ages, and under 
no circumstances is he allowed 
to accept pay or do work out- 
side of hours, even at midnight 
or Sunday. Fourth, children 
between the ages of 6 and 12, 
inclusive, are treated. The pur- 
pose in this is to take the chil- 
dren as young as possible in 
order to get them interested in 
a clean mouth, so that when 
they reach the age of 13 when 
most of the permanent teeth 
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NORTH CAROLINA STATE BOARD OF HEALTH ala 
FREE DENTAL DISPENSARY RECORD sis 1s 
work 
sixth 
DISPENSARY POINT... 00.0 mee ties COUNTY recom ioe ose POLO. oo... PAQB onion HE Mel 
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Amalgam Fillings 




















What is general health of childf....................... Any teeth too bad for dispensary treatment f Wa 
anesthetic used?............0. Was stimulant necessary account syncopef.............. Does child use toothbrush ?............0. 
Are child's tonsils affected?.................. Did parent-and child appreciate service? Was child referred to 












private dentist for any part of workf. 
Estimated cost pf treatment to child if done in private office (based on local charges) $ 
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should be in place, they will 
have pride enough, and knowl- 
edge enough of the importance 
of a clean mouth to keep it 
cean and to establish regular 
and permanent relations with 
a private dentist for the 

nce of life. Fifth, empha- 
sis is placed on prophylactic 
work and permanent fillings in 
sixth year permanent molars. 
Much work is done for tem- 
porary teeth, but as little ex- 
tracting as possible, and no 
pulp or frontalwork is under- 
taken except cleaning or treat- 
ing a diseased pulp temporar- 
ily to relieve pain, pending a 
trip to a private dentist. 

The work is hard, requires 
industry, application to duty, 
Bsincerity, honesty, efficiency, 
tact and above all patience and 
ability to handle children, and 
a genuine love fof®the cause, 
on the part of the dentist. 

Sometimes the clinics are 
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DS. 
tate Board of Health. 








A good exhibit of the 
able equipment used in carrying on this work. 





crowded, and some parents do 
not get as much work done as 


expected, sometimes’they mis- 
understand the purposes. and 
scope and limitations of the 
work and complain; sometimes 
the children are hard to man- 
age. Often the dentist: finds 
himself in a school with only 
two days’ time. assigned say, 
and finds conditions un y 
deplorable and more work than 
he could do in a week.» So 
when the teachers select the 
children to be served others 
are disappointed... In’ such 
cases it becomes necessary to 
treat all the children doing 
only a little for each, and con- 
sequently the results are not 
satisfactory. Sometimes the 
dentist’s Ford breaks down or 
he encounters a bad road and 
loses time, with the result that 
more children are disappointed, 
and the per capita cost of his 
work is raised by just that 





Wake sw mat children treated in the public school clinics conducted by the 


type of port- 
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Dentist employed by the N.C. State 
Board of Health at work for the pupils of 
the Eastman public school for negroes in 
Halifax County. This photograph was 
taken by Mr. George Eastman, the man 
who invented the Kodak and who has 
given several millions of dollars to the 
people of his home city, Rochester, N. Y. 
to establish dental clinics for children. 


much time lost. But on the 
whole, there are many more 
expressions of satisfaction and 
commendation for the good 
the service is doing than there 
are kicks. 

Each dentist when beginning 
work is expected to own a Ford, 
preferably of the touring type. 
He is supplied from the office 
of the Board with a student’s 
portable foot dental engine, a 
small cabinet, a portable Mc- 
Connell, Jr. wooden folding 
dental chair, and all necessary 
operating instruments and 
supplies. This equipment is 
packed in the Ford ‘and the 
dentist on reaching the school- 
house, health office, court house 





TT 


or wherever his clinic for the 
day or for the week is to be 
held, can set it up ready for 
work in about 15 minutes. The 
school or health authorities or 
both are required to assume 
responsibility for arranging the 
itinerary of the dentist while 
in a county (the county is the 
unit of activity) and to be 
responsible for the attendance 
at the clinic and to say which 
children shall have first oppor- 
tunity for the service. In short, 
the local authorities select the 
children, only school children 
of specified ages, of course. 
The salary of each dentist to 
begin with is $150 per month, 
with an expense allowance of 
$100 per month. All materials 
and supplies for use in the 


on ; 





Dentist having a busy morning in Hal- 
ifax County. This picture affords a good 
illustration of the type of children treated 
in the N. C. State Board of Health Free 
Dental Clinics for rural school children. 
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department for as many addi- 
tional weeks as they wish at 
$75 per week, after the dentist 
has remained as long as we can 
allow him. 

The dentist is required to 
keep a careful individual record 
of just exactly what he does 
for each child. A copy of this 
record is shown herewith. It 
will be noted that the record 
not only gives an accurate 
description of the technical 
work done for the child, but 
also states the dentist’s opinion 
of the general health of the 
child, as well as the name and 
address of the child and parent, 
and name of school which the 
child attends. The records are 
sent to the office at Raleigh 
and are carefully filed, not only 
as a scientific report concern- 
ing each child treated, but as 
a receipt for the expenditure 
of the funds. 


work are supplied him through 
a jobbing house and paid for 
by the Board. He is required 
todefray his own personal and 
traveling expenses. Each den- 
tal unit costs the Board in 
equipment and total expenses 
about $4,000 annually. Each 
man treats on an average 
about 75 children per week. 

In 1921 the per capita cost 


$1.04. This included the salary 
and traveling expenses of 
a dentist who acts as field 
supervisor and who is respons- 
ible for the technical character 
of the service. The work is 
paid for by the State Board of 
Health from funds appropriat- 
edby the Legislature for the 
purpose. Many local boards 
and some civic organizations 
are this year supplementing 
our funds. They are allowed 
te do this by reimbursing the 





Drops Crown Down Patient’s Throat; 
Dentist Wins Case 


Justice E. E. Douglas of Manteca has decided that the mere 
dropping of a gold crown down the throat of a dental patient is 
not, in itself, negligence on the part of the dentist. 

This decision was given last week in the case of Dr. Floyd 
McCord, Manteca dentist, against John Bettencourt and wife 
for $102, alleged to be due for dental work performed several 
months ago. Justice Douglas gave judgment for the full amount. 

X-ray photographs were introduced showing the gold crown 
lodged in Mrs. Bettencourt’s throat. Later,at a San Francisco 
hospital, the gold crown was removed. Dr. McCord did not deny 
rey accidently permitted the crown to fail down patient’s 

roat. 

The defendant’s were not satisfied with the court’s decision 
and appealed the case to the local superior court, where it will 
be retried.—New Orleans States. a 
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“Them Was the Days” 








There weren’t enough aching teeth in our town to support a dentist, so when 
woe smote you in the jaw you had to drive all the way to Campgaw to consult 
Dr. Owen. Generally you came away with a tooth less and leaned out of the 
buggy all the way back home, spitting blood out into the road. Dr. Owen was 
a pretty nice fellow at that. He used to give you your ousted molar to take 
home with you. . 

You turned in at a door in front of which stood a showcase of photographs 
that leered at you in a ghastly fashion and you climbed up and up, past the 
photographer's to the third floor, and there was a ground glass door with Dr, 
Owen’s name on it, and father opened it and ushered you or pushed you into 
the ante-room. 

Usually there was some one else with a swelled-up face on the long bench 
waiting when you arrived. There weren’t any of the modern attempts to take 
your mind off your woe in that ante-room; no pictures on the walls or magazines 
on the table or pleasant chairs to lean back in. 

There was just the bench and the map of Secaucus County on the other wall 
and the smell of carbolic in your nostrils. You sat on the bench and felt the pain 
ebb out of the tooth and the courage creep out of your soul simultaneously. 

From the other room came ghastly burring noises and maybe a siren how. 
If that rose, you knew the Doc was pulling another. 

After a while he came to the door arrayed in his black alpaca cont~e 
was before the time when dentists dressed like barbers—and said “Hello, Elmer,” 
and how were you. 

And you said huskily that you were all right and you guessed there wasn’t 
much the matter anyhow and maybe he was busy and could see you some other 
time better. 

He took your arm firmly and told you, in a voice of hateful geniality, that 
there was no time like the present, so come on in. 

You were put in the old dentist’s chair with the red plush rubbed bald in 
spots. Doc leaned over you and you inhaled great lungs full of his Sen-Sen- 
laden breath, while he puttered about the innards of your mouth with a nutpick. 

If there wasn’t anything so much the matter, he would call into action the 
hellish drilling machine he owned. It wasn’t one of these modern contraptions, 
working by electricity. He ran it by his foot, like a sewing machine. Always one 
of the belts would work loose right in the middle of the operation, and he’d have 
to fuss and cuss around it while you, with your mouth packed with cotton. 


slowly drowned. 
If it was real serious, Doc would decide in this damnable cheerful voice 


that he’d have to— 
After all there are some compensations to living in the effete era. 











































—Seattle Post-Intelliqencer. 
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Editor’s Note: 


From time immemo- 
rial the association of 
financiers and inventors 
has been comparable to 
the happy comradeship 
of the lion and the lamb 
—usually the lamb being 
on the inside. 

This time the lamb is 
to be on the outisde—a 
great exposition of in- 
ventions is to be held in 
New York and capital is 
to be invited to mingle 








with brains. 

Many dentists have 
been inventors—many of 
them them now hold 
‘ patents. 

This story is printed 
to call the exposition to 
the attention of those 
members of the profes- 
sion who have patents or 
inventions of general ap- 
plication. | 
















Pre iNE of the features 
| cigs VV of the : Universal 
ay I, | Exposition of oe 
eve ventions an 

we Patents to be held 
in Grand Central Palace, New 
York City, February 17th-22d, 
1923, will be to celebrate, each 





Exposition to Honor World’s 
Greatest Inventors 





day of the Exposition, one of 
the world’s great inventors or 
scientists. . 

In view of the great interest 
shown by foreign governments 
in the Exposition, the first day, 
Saturday, February 17th, will 
be International Day. Then, 
the following week will open 
with, Sunday as Marconi Day 
or Radio Day; Monday, Stein- 
metz Day, in honor of Dr. 
Chas. P. Steinmetz, the elec- 
trical wizard, of the General 
Electric Co; Tuesday, Edison 
Day, in hqnor of Thomas A. 
Edison, America’s great in- 
ventor; Wednesday, Bell Day, 
in honor of the late Alexander 
Graham Bell, who made the 
modern telephone possible; and 
Thursday, Westinghouse Day, 
in honor of the late George 
Westinghouse, inventor of the 
air brake and many other in- 
ventions that have made rail- 
road travel safe, and founder 
of the Westinghouse Electric 
& Mfg. Co., also the Westing- 
house Air Brake Co., Pitts- 
burgh. 

The object of this Exposition _ 
is to fulfill an-important uni- 
versal need, and it is intented 


to: 

(a) Bring the capital of America 
and the inventive brain of the world 
together. 

(b) Give all inventors full opportu- 
nity to show the public, the manu- 
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facturer, the merchant, the capitalist 
and financier, the possibilities for 
utility, business, trade and commerce 
that lies in their inventions. 


Inventors. whose devices 
may be adjudged. to combine 
novelty and utility with com- 
mercial practicability, will be 
awarded, by qualified board, 
cash prizes, gold, silver and 
bronze medals and certificates 
of merit. 

The Exposition will be a 
veritable clearing house of 
ideas through which the man 
of originality and ideas is 
brought in personal contact 
with the man in need of ideas 
and with the man of money. 

The Exposition of Inven- 
tions and Patents will be a 
place where anyone with an 
idea, formula, process, labor- 


saving plan, device, etc., im- 
provement on machinery, new 
invention, a developed and 
patented specialty, or anything 


- salable can exhibit. This will 


enable the manufacturer who 
is looking for some sort of 
device which will lessen the 
labor and cost of producing his 
wares, or assist in the economic 
production of his raw material 
or its procural, or help to 
secure the economic manufac- 
ture of such raw material, or 
the capitalist who is searching 
for some clever device or pro- 
cess in which he can see the 
possibility of increasing some 
of his idle money, to go and 
see what the man of ideas has 
to offer. 





Annual Index: for 


1922 Now Ready 


- Orat Hycrene’s Annual Index, for the year 1922, is now 


ready and will be sent gratis upon request. 


It is provided 


with a title page and is, therefore, suitable for binding into the 


front of 1922 volumes. 


In requesting the Index, please be sure to address your re- 
quest simply: Publication Office, Orau Hyarene, Pittsburgh, 
Pa. Do not address to Jenkins Bldg. 

Please do not address requests for it to the Editor as this 
will result in reer congesting his mail. 
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Editor’s Note: 


The wide-awake 
Georgia dental societies 
are working in harmony 
and results are sure to 
follow in Georgia. 






























IHE question of oral 
euy| hygiene and public 
mea school dentistry, 
oy Gey and general dental 
putea) clinics, is one that 
is receiving more attention 
each day, not only from the 
dentists, but from educators, 
philanthropists and _ progres- 
sive people in general, through- 
out the State of Georgia. 

Our State is divided 
geographically into twelve 
Congressional Districts. Each 










how district has its District Dental 
ded Society, the combined mem- 
the bership of which makes up the 


membership of the Georgia 
State Dental Society. The 
re- district societies are well or- 


‘gh, ganized and well officered. 
The Fifth District centers 
around Atlanta. 
this Some of the more enthusi- 


astic members of the Fifth 
District Dental Society suc- 
ceeded, with the help of an At- 
lanta philanthropist, in esta- 
blishing an experimental dental 
clinic in one of the intermediate 
schools of the city for the pur- 
pose of securing data, etc. 

The results were so gratify- 
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Oral Hygiene in Georgia 


By G. A. MITCHELL, D. D. S., Atlanta, Ga. 
Sec’y. Georgia State Dental Association 


ing, and the City Council -so 
impressed when the matter 
was placed before them, that 
an immediate annual appro- 
priation of $5,500 was made 
to secure the services of one 
dentist and two hygienists for 
full-time work in the public 
schools of the city of Atlanta. 


Examination of the mouths 
of the children in the various 
schools is carried on in the 
mornings, and such emergency 
work as is possible, is done in 
the general clinic in the City 
Auditorium each afternoon 
from three to five o'clock. 


The Parent-Teacher - Asso- 
ciations of the city have asked 
the officers of the Fifth District 
Society to send out dentists to 
speak before their organiza- 
tions on this subject. Those 
who have done so report en- 
thusiastic receptions. 

At the last meeting of the 
Fifth District Dental Society 
the entire evening was given 
over to a discussion of this 
subject. Other District 
Societies of the State were 
represented. The Super- 
intendent of the Atlanta 
Schools and other prominent 
citizens were present. Much 
interest was manifested, and 
the indications were that the 
movement would not only 
grow in the city of Atlanta, 
but would be taken up more 
definitely, and pushed through- 
out the State. 
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IEBRASKA  stat- 
tes direct that 
Sa every school child 
fmwae bd shall have an an- 
mae nual physical 
examination. The oral exami- 
nation is made a part of this 
ulrement, : 
~The State is divided into 
units whose boundaries cor- 
respond with those of the 
counties. Each unit may not 
do less than engage a trained 
nurse to make this examination. 
The statute does not pro- 
hibit the engagement of a 
medical man to make the 
survey. A dentist maybe se- 
cured to make the oral exami- 
nation. Dentists organize and 
make the oral examination, in 
some counties where the con- 
stituted authorities do not feel 
able or inclined to hire dentists. 
Smaller units, such as town- 
ships, school districts, or incor- 
porated cities, may be organ- 
ized 





Oral Hygiene in Nebraska 


By G. A. GRUBB, D.D.S., Lincoln, Nebraska 


The city of Lincoln hires a 
dentist to take care of its 
needy adults in his own private 


office. The Lincoln School 


- District has two dentists, each 


giving half of his time in the 
school clinic, furnished to em- 
phasize cleanliness. Many of 
the smaller public school groups 
hire a dentist to take care of 
their pupils in his private 
office. 

Omaha has what they call 
the Omaha Dental Dispensary 
fully equipped for six operators. 

This was organized and 
managed for several years by 
a public-spirited group of citi- 
zens and dentists. For the 
last two years it has been 
under the direction of the 
public school authorities. 

Lectures on oral hygiene and 
prevention constitute a part 
of this program and approach 
that degree of efficiency mea- 
sured by the perfection reached 
by each unit. 
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Washington, N. C.,—One 
of the most exciting events in 
the annals of fishing in this 
ection, at least so far as Dr. 
Gallagher and Dr. D. T. Tay- 
le, Jr. are concerned, took 
place recently on a fishing trip 
of these two well-known dis- 
ciples of Izaak Walton at 
Ocracoke, that mecca of 
sportsmen. 

Dr. Gallagher, Dr. Tayloe 
and a veteran old sea salt 
fisherman, Jamie Tyron, went 
ina small fishing boat in the 
Pamlico sound to fish for 
drums or ocean bass. Now the 
drum is a real thriller to catch, 
as those who have tried this 
sport will tell you, and many 
of them weigh from 10 pounds 
up to 65 pounds. They put up 
a game fight for their freedom 
when hooked and it takes 
strength, time and patience to 
haul them in. After catching 
several fine ones, the party had 
decided to catch just one more 
and then return to shore. 

After a short time Dr. 
Dave’s line showed tremendous 


energy at the other end and it | 


was with difficulty that he 
could follow the vagaries and 
plunges made by the unknown 
fish on the hook. However, 
Dr. Dave gradually got the 
big fish near the boat with 


Dr. Gallagher ‘all set ready 


with the gaff to haul it over 
“Now, Doctor,” 








How A Shark Got A Good Meal 


said Dr. Dave, “‘be ready to 
hook him as I have him nearly 
in.” Dr. Gallagher said he was 
all set, but just then a violent 
commotion took place near the 
boat, which in the darkness of 
the night caused the phospho- 
rescent water to illuminate the 
boat and waters around it. 

To the fishermen it looked 
as if a small crater had sudden- 
ly burst near the boat. For 
the next few minutes the ex- 
citement continued and then 
all of a sudden everything was 
quiet and the thing on the end 
of Dr. Dave’s lme was no 
longer endowed with life and 
surprised Dr. Dave by its 
lightness. 

““Gee whiz,” said the Doctor. 


* “T bet I’ve lost him.” “No,” 


said Jamie Tyron, “I don’t 
think so; pull it in.” Slowly 
and with expectant faces the 
line was hauled in and when 
the hook was pulled over the 
gunwale it had the head of an 
enormous drum on _ it—the 
body of the fish having. been 
cut off below. the head -.a few 
inches, as slick as if done with 
a knife. The work was that of 
a big shark, who hovering near 
about the time the fish was 
ready to be hauled in, saw in 
it an excellent opportunity to 
get a meal without much effort. 
_ The head of the drum when 
weighed tipped the scales. at 


_ 23 pounds, thus showing that 
177 
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the fish weighed about 65 kinds of fish. 


unds. The doctors brought Not many days after this 


k some fine pictures of the . 
head to show that it was areal ¢*Perience the doctors had the 
fish story. During his stay at luck to capture a shark, which 
Ocracoke the Doctor caught afforded them plenty of in- 
96 drums besides many other teresting fishing this time. 





Sugars and Starches. 


While a due proportion of carbohydrates is necessary in the 
diet, it is of the greatest importance that we should encourage 
their use as far as possible in their natural associations with 
other materials (e. g., as occurring in whole meal, fresh fruit, 
vegetables, etc.) rather_than in the form of the separated, 
refined, and concentrated flours, starches, and sugars of com- 
merce. 

There is practical unanimity amongst medical and dental 
authorities that the present excessive use of manufactured 
sugar, sweets, chocolates, biscuits, cakes etc., especially between 
meals or at bedtime, is the most potent cause of indigestion, 
malnutrition, and dental disease among children. 

The practice of sweet-eating by children between meals 
should be condemned without reservation as to the quality of 
the sweets. As a choice of evils no doubt “boiled sweets”’ are 
less injurious than soft, sticky sweets such as chocolates, etc., 
but the common idea that “boiled sweets” are harmless is quite 


erroneous. 
—From The Health of Children, published by 


the Department of Health, New Zealand 





Mastication. 

The necessity for vigorous mastication as a vital function 
cannot be too strongly emphasized, and the diet should consist 
largely of foods which give due exercise to the parts provided 
by nature for this purpose—namely, the jaws, teeth, tongue, 
and salivary glands. Such exercise is not only necessary for 
the development of these structures, but reacts favorably on 
the whole digestive tract as well as on the whole organism. 
This being so, the eating of food such as stale bread, crusts, 


toast, oven-dried bread, raw apples, lettuce, etc., cannot be J) 
too strongly recommended, and soft, sloppy diet too strongly 
condemned. , 


—From The Health of Children, published by 
the Department of Health, New Zealand 
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Editor’s Note: 


A great deal of work 
in oral hygiene has been 
done in the state of 
Illinois, but from the 
following correspondence 
you can see that there 
has not been the inten- 
sive organization that 
would bring the best 
results. 

The editor of this 
magazine will welcome 
papers from the various 
oral hygiene activities. 
It would be a good idea 
to combine the various 
oral hygiene efforts into 
a general state organiza- 
tion so that the methods 
and results could be 
reported and made avail- 
able. 











ILuINoIs STATE DENTAL 
SOCIETY 
OFFICE OF THE SECRETARY 


dear Dr. McGee: 

In reply to your 
letter of recent 
date, I have turned 
the request which 
you —_- over to Dr. C. Car- 
toll Smith who has charge of 
the clinics for the school chil- 
dren. here in our city. Dr. 
Smith, as you perhaps know, 
isa man of exceptional ability 
and has interested himself 
exclusively in this work for a 
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number of years. I am sure 
he will be able to give you an 
article that will prove very 
readable and instructive for 
your magazine. 

I trust that this action on 
my part will meet with your 
approval and if in any other 
way I can be of assistance to 
you do not hesitate to call 
upon me. 

Yours most cordially and 
fraternally, 

(Signed) Arthur G. Smith 
Peoria, Illinois, Secretary 
October 19, 1922. 





My dear Dr. McGee: 

I am enclosing copy of a 
letter received a few days ago 
from Dr. C. Carroll Smith, the 
man in charge of our local 
public school dental clinic. 
It is self explanatory. 

In the lhght of what Dr. 
Smith says I can only refer you 
to Dr. Arthur Black or Dr. 
C. N. Johnson for such matter 
as you hope to obtain for your 
publication. 

I regret very much that I 
can be of no further assistance 
in this matter or that I am un- 
able to get up an article per- 
sonally suitable to your re- 
quirements. 

With most cordial good 
wishes, I am 
Yours very truly, 
Enclosure : 

(Signed ) Arthur G. Smith, 
Peoria, Illinois, Secretary 
October 26, 1922. 
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Copy of letter received from 


Dr. C. Carroll Smith: 
Peoria, Illinois, 
October 21, 1922. 


Dear Doctor Smith: 

Replying to yours of the 
nineteenth will say that I have 
not at hand sufficient informa- 
tion to reply to Doctor Mc- 
Gee’s letter. | 

All I know is about the work 
here and at Lake Forest and 
since I investigated the latter 
it has changed hands and 
character so that I could not 
give intelligent information 
about its present status. 

As to my own work the 
article appearing under my 
name in the October Journal 
is as good information as I 
can give. 

All else that I know is that 
Rockford, Alton and Kewanee 
have activities in connection 
with the schools but I do not 
know their nature or extent. 
Dr. C. N. Johnson of Chicago 
I believe has made some in- 
vestigations along this line 
and gave the outcome of _ his 
findings at the last meeting at 
Springfield. I was not there 
but heard his paper highly 
praised. 

I am constantly in receipt 
of letters asking for informa- 
tion along this line and it is 
too bad that our State has not 
an organized effort in this 
direction. I have had some 
very fond dreams of what 
might be accomplished in our 
State and a way to get started 
were a man to be on the job 
for’ educational extension in 
public school endeavor but 


oO —e 


just at present I am so em- 
barrassed for time because of 
double duty that I am unable 
to give out what has come to 
me in the way of ideas to help 
start the ball rolling. However 
I will say that it seems to me 
if the funds were at hand to 
employ a man to give his full 
time to this matter a splendid 
service could be rendered in 
the State not only in the cities 
but in the smaller towns as 
well. 

I am returning Dr. McGee's 
letter. 
Sincerely and fraternally yours, 

(Signed) C. Carroll Smith, 

Public School Dentist 

515 Bigelow St., Peoria, 





Proria PusBuic ScHoo.s 
A. W. BEASLEY, SUPERINTENDENT 


October 30, 1922. 


Dear Dr. McGee: 

Replying to yours of October 
26th will say that I returned 
your request to Doctor Arthur 
Smith inasmuch as I am not 
in possession of sufficient in- 
formation to comply with it. 

All that I know is what | 
am doing myself in the Peoria 
Schools and that is fully 
covered in the article which 
appears under my name in the 
October issue of the Naztzonal 
Dental Journal. (The H in 
my name being erroneous.) 

If I am not mistaken Doctor 
C. N. Johnson of Chicago 
collected such data within a 
year which I think he incor- 
porated in a paper read before 
our last State Meeting at 
Springfield. ' 
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definite work along this line 
with a capable man employed 
full time to get the Clean 
Mouth message before the 
people in both larger and 
smaller towns. I have a vision 
of how it might be done but 
am so very much embarrassed 
for time at present that I 
cannot give it attention. 

Doctor Ames who passed 
away recently visited me twice 
and inspected my work and 
methods and he, with anumber 
of the Chicago men as well as 
brother dentists in Peoria, seem 
to think I have something 
worth while which should be 
put in book form for public 
school use but my hands are 
tied at present with a milti- 
plicity of duties and lack of 
funds, 


I know Doctor Johnson is a 
very busy man but so long as 
he has the data, I believe he 
would gladly furnish it to you. 

On page 23 of the Transac- 
tions of the Illinois State Dental 
Society, 1921, you will find a 
discussion by myself which 
might be published in whole 
or in part. It is not copy- 
righted. If there is anything 
in it you could use in your 
magazine you are welcome to 
it. I am sure its contents are 
little noted by the profession 
at large in its place in the 
report. Thanking you for the 
courtesy of your inquiry and 
regretting that I am unable to 
comply with your request, I am 

Sincerely and fraternally, 
(Signed ) 

C. Carroll Smith, D.D.S. 





Editor ORAL HYGIENE: 


society is not doing anything. 
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Oral Hygiene in Louisiana 


LovuIsIANA STATE DENTAL SOCIETY 
OFFICE OF THE SECRETARY 


Oct. 20, 1922. 


In answer to your letter asking what is being done in the 
matter of Public School Dentistry, will say that as far as I 
know there is no activity in that line whatever. 

Before the war we gave regular lectures to the public school 
children, and made examinations of their mouths, but since 
that time we have been doing nothing whatever. At least this 
is true in our locality, and I know that the state society as a 


It is barely possible that in New Orleans something of the 
kind is being done, but I am not informed on the subject. 
Dr. J. J. Sarrazin could give you more definite data along this 


Regretting that I cannot give you.a more favorable report, 


[ am, 


Shiabemaly yours, 
(Signed) Fred Ratzburg, D. D. S., Sec’y. 
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Question of Ethics 





By GEORGE P. HYNSON, Philadelphia, Pa. 


ILL some astute 
esthetist (isn’t “es- 
| yam) thetist” a good 
e\dahy) word?) render a 
bee decision in a con- 
troversy between my dentist 
and myself? 

The facts are these: Having 
an appointment with my den- 
tist, just as I was entering his 
office a flurry of wind stirred 
the debris in the street and 
deposited a section of cobble- 
stone underneath the upper 
lid of my right eye. When I 
took the chair, I called atten- 
tion to my accident. 

My dentist looked under the 
lid at the spot I had indicated, 
found the irritant and removed 
it. Then he said that, as his 
time and skill were all he had 
to secure an income, he would 
be obliged to make a charge 
for his service. 

I asked him how he would 
designate this service, and he 
said he supposed he would set 
it down as “diagnosis and ex- 
traction.” I maintained that 
he might charge for extraction, 
but that I had made the diag- 
nosis, telling him the precise 
location of the troublesome bit 
of paving material. 
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He seemed insistent, how- 
ever, and then I questioned his 
right to make any charge since 
he was infringing on the field 
of medicine and surgery, and 
dentists have no authority 
under their licenses to practice 
on the eye. 

He then wanted to know 
what he should have done 
when he found his patient 
suffering. 

I told him that he should 
have recognized it as a case for 
a physician and have sent me 
to him, charging, of course, for 
the hour he had assigned to me 
as a broken appointment. 
Then my physician would have 
ordered me to a hospital, had 
an X-Ray taken, and, after a 
day or two of diet and prepara- 
tion, would have performed an 
operation, removing the offend- 
ing substance. Then every- 
body would have got theirs— 
including myself. 

Now, I am asking you 
whether I am not right in my 
contention. And in case an 
irritation should develop in 
that eye, cannot I sue my 
dentist for malpractice and 
have his license taken away? 
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Kansas STATE DENTAL ASSOCIATION 
OFFICE OF SECRETARY 
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Dear Dr. McGee: 
PLYING to yours 
of the 16th, I be- 
| lieve that Kansas 
is the only state 
fam) to have a law re- 
quiring dental inspection in 
every school, both city and 
ural. This has been on the 
statute books for the past three 
years. 

This law cannot be success- 
ful without the very best 
ysistance of the dental pro- 
fession; in some of the counties 
of the state, the inspection 
has been one hundred per cent, 
ud in others there has been 
very little. 

I am enclosing a letter and 
labulation made by Dr. S. J. 
(rumbine, Secretary of the 
Sate Board of Health, 
Topeka, Kansas; the expense 
if this tabulation was paid by 
the Kansas State Dental Asso- 
dation and published in their 
Bulletin recently. This, no 
doubt, will be of considerable 
nterest to ORAL HYGIENE. 


Sincerely, 
Signed) C.K. Weaver, D.D.S. 


Report from State Board of 
Health 
Topeka, Kansas, Sept. 2, 1922 
am enclosing, herewith, the com- 
ueted tabulation of 34,965 examina- 
tons of school children, the reports 
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of which came to this office during 
the years 1920, 1921 and 1922. I do 
not believe that this indicates the 
total number of examinations that 
have been made under the free dental 
inspection law; it only means that 
this office received returns on the 
consolidated blanks from a certain 
number of schools in certain stated 
counties which the report indicates. 
Not having any authority in the 
matter, we have no way of securing 
consolidated reports from all of the 
cities and counties making exmina- 

tions. Therefore, we have contented 
ourselves with receiving and tabulat- 
ing those that were voluntarily sent 
in on the consolidated form blank 
which was originally provided. 

I think, however, that the number 
received is sufficiently large to fairly 
indicate the general average condition 
of the teeth and the general physical 
health of Kansas school children, and, 
if such is the case, every fair reader 
must conclude that both parents and 
teachers should be considerably con- 
cerned in bringing about some reason- 
able provision, through legislation or 
otherwise, that will better the physical 
condition of our boys and girls, and 
more certainly assure them relief from 
the physical handicaps from which 
they are now suffering. 

The page marked “A” is a consoli- 
dated report of the entire examination, 
which should be published in your 
Journal, and which speaks for itself 
without any special comment. It in- 
dicates the woeful lack of health super-, 
vision in Kansas, and an equal lack of 
intelligent understanding and care on 
the part of the parents of these same 
children. It makes it perfectly clear 
why it was that there were so few 
perfect physical specimens of manhood 
that were examined by the medical 
boards during the war, and why, ap- 
proximately, one-third of those that 
were examined were so_ seriously 
a oe unfit that they were rejected 
or service. 
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I wish, on behalf of the State Board 


of Health, to express my appreciation 
to the Executive Officers of the State 
Dental Society for furnishing the 
means whereby this tabulation fine» 
be completed. It certainly has ren- 
dered a valuable service to the people 
of the state, and is a final answer to 
those who question the propriety or 
the advisability of having free dental 
inspection for the school children of 
the state. 

Of the 35 counties which sent in 
reports for 1920, 1921 or 1922, only 
two, Riley and Geary, have reports 
for all three years, and in these two 
the reports are largely from different 


ee | 


schools each year. Seven counties, 
Brown, Clay, Cowley, Dickinson, 

ve, J and Smith, reported 
for two of the three years. Jackson 
reported for 1920 en 1921, all the 
rest for 1921 and 1922. 

In a great many cases the reports 
were incomplete. Some of them failed 
to give the weight or age of the child. 
Others gave only the dental report 
alone and neglected the general 
physical and mental condition of the 
children. Very few of them were 
entirely completed and accurate. In 
one case the weights were labeled 
“‘guess work.” 

(Signed) S. J. Crumbine 


State Dental Report For 1920-1921-1922. 


Total number children............. 
Soma pce bees eee 
Over weight. .. 

Under weight. . yd IO, 
Over 10% over weight............ 
Over 10% under herent betas GaN. 


wweeeeeCcw#weC@ermerseteoa se eeieaeeet €O6 9 0 6 8 'O 


ificult to govern. . 

ee 

Absent often. . 

Healthy. 

Well developed. 

Energetic. . 

Poorly developed. . 

. Listless, inactive. . MPR) PN GA 
Reet SEU I MUS EBL ou. 
pe EAA TOTP ey Boeke 
I Geet 94.589. ES, 
Defective vision................... 


Coated tongue... -.....2.21..0005) 
Nasal voice. . ieeiWesereccun wie 


Final 
1920 1921 1922 Totals 
Totals Totals Totals of all 
3 years 
6203 7823 3224 17250 
6586 7795 $334 17715 
12789 15618 6558 34965 
678 677 289 1644 
4531 4237 1682 10450 
6718 6463 $081 16262 
1629 1429 696 3754 
2687 2303 13138 63038 
7986 7212 3576 18774 
7492 7174 3414 18080 
1733 1463 550 $746 
1952 1442 610 4004 
1548 1155 446 $149 
582 486 189 1257 
431 484 167 1082 
1335 1000 364 2699 
752 519 194 1285 
8049 6880 $162 18091 
9035 8132 $589 20756 
6037 4910 2489 13436 
13898 834 $49 2581 
832 553 250 1635 
8150 6888 2665 17703 
1718 903 453 $074 
795 402 221 1508 
102 64 32 198 
441 399 187 1027 
1940 1526 514 $980 
247 121 55 423 
669 447 104 1220 
1478 7389 947 2464 
451 $31 108 885 
1169 1085 $98 2647 
1125 546 157 1828 
582 299 170 1051 
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, Final 
1920 1921 1922 Totals 
Totals . Totals Totals of all 
3 years 

is discharae........0...:....... 887 93 86 516 
Enlarged glands. . e.eee. 10088 810 181 2084 
MG ieMRS...............000... SABe BEB Is 924 
Headache, never....... 3547 3266 1272 8085 
Headache, mn. 4683 3770 1497 9950 

Headache, often. . ee a 995 421 2888 
Worse in A. M........... 670 432 270 1372 
Worse in P. M..................... 1942 1500 571 4013 
Toothache, mever.................. 5156 4140 1847 11143 
Toothache, seldom................. 3140 2329 966 6435 
Toothache, often.................. 690 422 145 1257 
Indigestion, never. i oe! Gi SRS 1646 9986 
Indigestion, seldom. . 2328 2049 811 5188 
Indigestion, often. . 397 300 96 793 
Easily out of breath. . 1211 800 371 2382 
Get tired easily...... 1097 714 304 2115 
Condition of mouth, good. . 6782 8216 3771 18769 
Condition of mouth, fair. . wee 4 4859 1792 10780 
Condition of mouth, Rot: 875 556 1973 
Condition of gums, ra 8598 8913 4249 21760 
Condition of gums, fair. . 2270 3741 1150 7161 
Condition of gums, bad. . 260 573 248 1081 

Abscesses. . 529 752 566 1847 
Stained teeth. . 7472 9066 2607 19165 
Tartar. . : 1527 2587 771 4885 
Cavities in ‘permanent teeth... 5558 5579 2397 13534 
Cavities in temporary teeth......... 4257 5199 2887 12343 
Malocclusion, marked.............. 728 977 459 2164 
Malocclusion, moderate. . 2153 2567 1482 6202 
Malocclusion, none. 6393 7765 3384 17542 
Mouth breathing, marked. . 354 484 140 978 
Mouth breathing, moderate......... 1957 295 1032 3684 
Mouth breathing, none............. 7129 9002 3713 19844 
Brushes teeth regularly............. 3872 3717 2330 9919 
Brushes teeth occasionally.......... 61382 7129 3210 16466 
Brushes teeth never................ 1682 7124 3210 16466 
Other dental defects............... 214 100 69 383 
Referred to dentist.......... 4112 3203 985 8300 
Not referred to dentist. . . . ee 1534 416 3664 
Dental defects corrected............ 931 901 111 19438 

The President’s Letter your district society and take a new 


With the return of cooler weather 
we will all take a renewed interest in 
our work. We then inquire about our 
district meetings. The dates of the 
meetings in the various districts 
appear in this issue of the Bulletin. 

It is desired to get as many as 
possible of the eligible dentists in the 
state to become members of our so- 
cieties. We are trying to create new 
interest in the district societies and 
please let us have co-operation. Attend 


member with you and the gain will be 
yours. Special attention is being given 
to the programs in the various districts 
and those who stay away will miss a 
real chance for advancement in their 
profession. 

Dr. Willis Coston has consented to 
look after the Southeast, Fifth, North- 
east and First districts, while Dr. 
Monte Gants has consented to be 
sponsor for Southern, Seventh, Central 
Northwest and Golden Belt districts. 
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With two such capable men with their 
shoulders to the wheel, the success of 
the meetings is assured. So please be 
there ready to learn and to help others 
all that you can. 

The public schools have opened 
again and there are many thousands 
of children in this state that need 
dental attention. 

What are we, as dentists, going to 
do about this condition? Let us go the 
limit, fellows, and put forth every 
effort to carry this inspection to as 
near one hundred per cent completion 
as possible. Last year we made good 
progress. Let us keep up the good 
work and show the people of this state 
that we are sold on the proposition and 
are going to put it over. 

Dr. Geo. E. Burkett, as chairman of 
the public schools committee, is a good 
faithful worker and we have selected 
a good man for chairman in every 
district and these men in turn will 
select a good chairman in every 
county. But that is not all. These men 
cannot put this inspection over alone. 
We must co-operate as an association, 
in a body, as a whole, each and every 
one doing his part and helping to 
educate the people all over the state 
to the necessity of this work and the 
lasting benefit to be derived. 

The records of the free dental in- 
spection are kept in the office of Dr. 
Crumbine, Secretary of the State 
Board of Health, and all records of 
inspection should be sent to him. Our 
association at its last meeting voted 
to pay for the tabulation of these 
records, which appear in this issue of 
the Bulletin. This work has been 
completed and Dr. Crumbine says 
that the value of the information 
obtained cannot be over-estimated. 
He is going to use this information in 
his work all over the state. 

Please keep in mind that this winter 
is the time for the state legislature to 
convene and we want some better 
dental law in this state. Wait until 
after election and then you will be 
requested to see the Senator and 
Representative from your district and 
tell them of our wishes. the mean- 
time secure a good stand in with the 
winner. Let us all be concerned in the 
things that we wish to accomplish— 
working together in continued co- 
operation, to improve ourselves, to 





ey 


increase our efficiency and enlarge our 

service and by so doing attest our 

faith in the fundamental principles of 
our profession. 
(Signed) 

Harry M. McFarland 


Dental Inspection in the 
Public Schools 


When the members of the Com- 
mittee on Public Schools met to devise 
means for enforcing the School Inspec- 
tion Law, it was the concensus of 
opinion of all who were present that 
the inspection should be made during 
the early part of the school year. With 
that end in view, the Committee 
requested all County Chairmen to 
perfect their plans at an early date 
and to see that the inspection was 
completed before November Ist. 

We sincerely trust that each County 
Chairman will make an honest effort 
to have the schools of his county in- 
spected as early as possible. 

It is presumed that all of the County 
Chairmen have the dentists of their 
respective counties well organized for 
this work and by the time that this 
number of the Bulletin is mailed, a 
considerable portion of the schools will 
have been inspected. Again, we wish 
to plead with the individual dentist 
to do his part, as requested. If any 
one man fails to take care of the 
schools assigned to him, he is respons- 
ible for making the work a partial 
failure. Let every man cheerfully 
assume his share of the responsibility, 
and discharge his duty just as soon as 
he possibly can. As it is probable that 
quite a number will take an active 
part in the school inspection this year 
for the first time, we think it is ad- 
visable to reprint the Recommenda- 
tions for Dental Inspectors as published 
in the Bulletin for October, 1919. 

There is some complaint from the 
County Superintendents that some of 
the teachers do not understand how 
to make out the tabulation sheet and 
for that reason, do not send in any 
report. Each inspector should instruct 
the teacher how to make out the tabu- 
lation sheet and direct her to send it 
to the County Superintendent as soon 
as convenient after the inspection 1s 
made. 
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the Committee has received from the 
various parts of the state, it appears 
that the major portion of the state is 
pretty thoroughly organized for this 
york and the prospect is good for 
raching the goal we had set—to 
have every school inspected before 
November 1. 
(Signed) 


Recommendations to Dental 


Inspectors 

Made and approved by the State 
Board of Health and the Executive 
Council of the State Dental Society. 

I.—Equipment 

A. Provide yourself with a suffi- 
cient supply of wooden tongue blades, 
ora portable apparatus for sterilizing 
by boiling. An enamel basin over a 
Steno Burner makes an inexpensive 
outfit. The Committee recommends 
that mouth mirrors and explorers be 
wed instead of wooden blades. 

B. If instruments are to be used, 
provide not fewer than six mouth 
mirrors and six explorers, using them 
in rotation. If wooden blades are 
~ a fresh one must be used for each 


Geo. Burkett, Kingman 


C. When possible, delegate a pupil 
to assist in sterilizing. 

D. Provide yourself with a number 
of small clean towels or preferably, a 
roll of paper toweling. 


IT.— Method 

A. Be scrupulous in the care of 
your hands, both for sake of your 
personal reputation and for the educa- 
tional impression you may make upon 
the children examined. It is seldom 
necessary to touch a child with the 
hands. 

B. Make every effort to overcome 
fright and timidity. It is unnecessary 
and inexcusable to hurt a child, or 
give any cause for fright or terror. 

ITI.—Fees 

A. The State Board of Health 
requested the Executive Council of 
the State Dental Society to fix a 
maximum fee in order to guard the 
public against the possibility of exhor- 
bitant charges in some instances. The 
fee fixed by the Executive Council of 
the State Dental Society is $10.00 per 
day with the necessary traveling ex- 
penses. 

IV.—Instruction in Dental Hygiene 

A. Follow the school inspection 
with a snappy talk on care of mouth 
and teeth. Tell the children about the 
importance of the six year molars, 
and hold a tooth brush drill. 

V.—Exemption Certificates 

A. It is suggested that dentists 
secure inspection blanks from the 
county superintendent and use these 
for making dental examinations for 
exemption certificates. 





Dental Inspection in Kansas 


The importance of healthy teeth has been so thoroughly 
established by the medical fraternity and science there should 
be no hesitancy in making the school dental examinations a 
prime factor in the child’s education. Because the Kansas law 
leaves it optional with the county commissioners whether the 
county pays for the inspection of children in the district 
schools, it is too often a neglected duty. County Superintendent 
R. G. Mueller, of Nemaha county, handles this important duty 


wisely and well. 


By agreement with the county board he 


employs a dentist to make all the inspections at $5 per school, 
and payment is made by the county treasurer. The order for 
payment is also an order on the school district treasurer for 
a refund of the amount out of their school funds. 


—Topeka, Kansas, Official 
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in Colorado are 
| maintained in the 
al £3 Colorado Springs, 
Boulder, Pueblo and Greeley. 
An annual inspection of the 
mouth of every child in the 
elementary grades is now being 
carried out. The defects noted 
and recorded are: mal-occlu- 
sion, cavities in deciduous and 
permanent teeth, abscessed 
conditions, extractions and 
necessary prophylactic work. 
If any of these conditions 
are present, notices are sent 
to the child’s parents, request- 
ing them to take the child to 
their dentist, and when the 
work is completed the notices 
must be signed by the dentist 
and returned to the clinic. 


Oral Hygiene in Colorado 


By H. W. WILSON D.D.S., Denver, Colorado, Secretary. 
Colorado State Dental Association. 


In Denver, the staff consists 
of two half-time operators, two 
full-time oral hygienists, and 


two dental assistants. It is 
imperative that all defective 
children whose parents do not 
feel that they can afford the 
services of a dentist have the 
necessary work completed at 
the clinic. 

During the year of 1921 in 
Denver alone, 9,228 children 
all under the third grade were 
examined. Of this number, 
72 per cent of the mouths were 
found defective. 

It is the future plan to have 
a clinic established in every 
school in the State, with the 
sublime hope of elevating pub- 
lic school dentistry to the high 
standard now current in the 
above-named cities. 





Editor Orau HyGIEneE: 


You are issuing a very fine magazine, and deserve much 
praise for it. Please mail it to me regularly. With best wishes 


for your success, I am 


Yours very truly, 


J. C. Reep, D.DS. 





The Tooth Brush. 


The systematic regular daily use of the tooth brush must be 
advocated, though no brushing would be needed if the food 
habits of mother and child were in accord with natural require- 
ments. Without attention to diet mere brushing of the teeth 


does not. and cannot effectively stem dental decay. 
—From The Health of Children, published by 
the Department of Health, New Zealand 
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peel S all wrong. 
1 bea! These dental mag- 
a\ Fee azines are full of 
articles by den- 
wa) tists, and never a 
word from the dentee. As a 
dentee of a large and varied 
experience, I claim a right 
to be heard. 

To prove it I can show gold 
fillings, hammered into place 
many years ago by the Kaiser’s 
American dentist in Berlin, and 
an unsurpassed assortment of 
amalgams, cements and en- 
amels collected in New Jersey, 
Texas, Mexico, Jamaica and 
Chile. 

My most expensive ornament 
isalovely solid gold Van Heusen 
bridge (I think that is the 
name) that was built in New 
York. When I yawn it glitters 
beautifully. 

Some dentists, superficially 
at least, are almost human, 
and pretend to be sorry when 
it hurts very much. | 

But most of them have no 
feelings at all. I suppose that 
if anyone were to get after 
them with a rock-drill and the 
rest of the instruments of re- 
fned torture, they’d show 
plenty of feeling. 

But so long as they are be- 
hind the gun they don’t care 
a bit. They bore away with 
that odious buzzer, intent only 
on getting to the very bottom 





A Word for the | settee Bin | 


By H. G. BAYLES, Houston, Texas 
Illustrated by Brady McSwigan 
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TRS ERG IES (:) OUR AOI 
EONS CISD BINS: 


of the trouble, and keep as 
cheerful as a small boy whit- 
tling a whistle. 














“J found out before he did that the 
nerve was not dead.”’ 


They are not satisfied until 
the dull, sticky note of the 
buzzer plowing into a decayed 
spot changes into the high, 
shrill note that proves that 
bed-rock has been reached. 

Then they go all around it 


again to make sure, lingering 


with especial care on that extra 
sensitive spot at the bottom. 

Anybody could tell what a 
heartless crew they are by 


glancing through any copy of. 


a dental magazine. 

Page after page is filled with 
excruciating detail telling just 
how someone performs a diff- 


cult job, but not a line telling: 


how the dentee felt about it. 


Some time ago I began to. 
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fee] as though s»meone had hit 
me on the southeast part of my 
jaw, back near the hinge, and 
I went to a bright, snappy, 
cheerful young man to see if 
he could find the trouble. He 
could not see anything wrong 
and sent me to another man to 
have an X-ray taken. 

This one had a sad, pessi- 
mistic manner, but he charged 
me three 
bucks for a lit- 
tle vest-pock- 
et size snap- 
shot. This did 
not show the 
trouble, so I 
had to drop 
another three 
berries for a 
second one a 
little farther 
around the 
corner. 


@Ote cane 
ti) Thea) 
‘er eter 


called on the 
dentist and 
found him as 
happy as a 
kid with a 
new train of 
cars. | 
‘Beautiful example of an 
impacted wisdom tooth! Now 
I'll tell you what we have to 
do—put in plenty of novocaine, 
cut back the flesh like a door 
and hold it out of the way 
with this little hook arrange- 
ment, dig a hole as big as the 
tooth into the jawbone (hard 
as flint right there, too), cut 
the tooth in half with this 
little special buzz-saw, and 
pry it out in pieces. It will be 
about three hours of dam hard 
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work, but it’s sure a pretty 
operation.” 

I tried and tried to share his 
enthusiasm, but I could not, 
and suggested that it would be 
easier (and perhaps cheaper, 
though I don’t suppose he ever 
thought of that) to pull out 
the next tooth that was being 
crowded out of place, thus 
giving the wisdom tooth room 
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“When a man’s afraid a beautiful maid is a 
cheering sight to see.” 


to grow in any direction it 
pleased. His disappointment 
was so keen that I nearly re- 
lented, and if I had felt that I 
could afford to be laid up for 
a week or two I might have 
given in. 

But I hardened my heart 
(I was not able to set my jaw) 
and told him to do it my way. 
That extraction was plenty 
rough, but it did not last three 
hours. The cure worked, too, 
for that is the last I have heard 
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pretty from the w.t. Probably it is 


there still, but as long as it 
tays still I shall not interfere 
vith it. 

Another time—this was in 
aseaport in the north of Chile. 
There were two dentists. One 
tad had an uncle who had 
tudied at an American dental 
wllege. Uncle was dead, but 
his diploma hung in a prom- 
inent place 
in the wait- 
ing room. 

It prob- 
ably fooled a 
lot of people. 
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The other 
| had really 
| | done six weeks 





Dt P. G. work 
- one summer 

n Philadelphia, and judging 
by the list of subjects he was 
aid to have covered he must 
. have worked hard during that 
nat | gime. At least he had learned 
> for @ keep his hands clean (and 
have very time he washed them he 
put on a few drops of cologne). 

eart § 501 went to him, and what 
jaw) time I had. There was a fine 
way. giscess in the gum in the 
enty §orthwest corner of my mouth. 
hree §lhad to show him the bulging 
too, Buck of pus and insist on his 
eard Blncing it. 
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Then he started to go in the 
other way, through an old fill- 
ing. I found out before he did 
that the nerve was not dead. 

However, he did not mind 
killing it and he started to clean 
out the nerve hole, enlarging 
it with a reamer as he went. 
After a few days of probing 
and packing with smelly anti- 
septics he sent me off to have 
an X-ray taken. The picture 
confirmed his worst fears and 
he said: 

“‘Now I understand why the 
probe only goes in a little way 
and comes out bloody. You 
have an advanced case of ne- 
crosis. The roots of this tooth 
and of those next it on both 
sides have been eaten away 
and absorbed. 

“They have no roots left. 
You willhave togotoa hospital, 
have several teeth removed, 
the jaw-bone uncovered and 
scraped. This is a difficult 
operation, and if it is badly 
done you will have a deep per- 
manent valley in the side of 
your face afterward. I would 
not recommend anyone here. 
You'll have to go to a spe 
cialist in Santiago, etc.” 

Santiago was only a week’s 
journey from where I was 
living, and I knew that Chilean 
specialists have no conscience 
at all about fees. But he did 
scare me, and I returned on 
the next boat to New York, 
feeling that Id rather die 
among friends. And what do 
you think my New York den- 
tist said when he had looked 
me over? 

“Necrosis be jiggered. That 
bird drilled through the side of 


oS a 































Sols tle ole ied hala SS she eneitowe tan atten, SAL abeneitaainiiied BR en tity Rag i —— 


ORAL HYGIENE 























“They pretend to be sorry when 
it hurts very much.”’ 


your tooth and was not man 
enough to admit what a fool 
thing he had done. It will have 
to come out, but that’s all.” 

But [ll bet anything that 
if I had gone to the specialist 
in Santiago he would have 
operated for necrosis just the 
same. 

It was when I went to a spe- 
cialist in Brooklyn who did 
nothing but gas-extractions 
to have that same tooth out 
that I realized what a tremen- 
dous_ difference. the lady- 
assistant makes. 

This one was a peach—just 
about as pretty as they come— 
and as she did her work she 
smiled reassuringly and had a 
general air of a humming-bird 
hovering over a flower. 

Just as she had me all fixed 
and was ready to turn on the 
gas (and I was feeling like a 
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mangy pup in the lethal cham. 
ber) I stopped her and asked 
gravely if she had ever seep 
The Mikado. She had not, 
so I quoted: 

“When a man’s afraid, 
beautiful maid is a cheering 
sight to see.” 

She was not accustomed to 
having people delirious before 
the anesthetic and_ probably 
decided I was just plain crazy, 
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“Beautiful example of impacted wisdom 
tooth—it’s sure a pretty operation.” 
That’s the last I remember 

until it was all over and I was 

fighting my way out of a storm- 
tossed fog and she was telling 
me to spit in the little basin. 

Just the same, I said some- 
thing worth remembering. 

When you are picking an 
assistant, select the one that 
is easiest to look at. She will 
help build business, and strong 
men will be tame under your 
hands, for they will be ashamed 
to have that nice girl see them 
misbehave. 
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_ Samuel Pepys, Jr., D. D. S., 
Attends the Chicago Meeting 
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IELL, I told my 
pi office girl about a 

yea! month ago not to 

fYy]| make any appoint- 
eae ments for the 
period of the Chicago meeting, 
as I was going to step on the 
accelerator and attend that 
meeting. As usual, she had all 
the appointments balled up 
because I forgot to tell her I 
was going to Milwaukee in 
advance of the Chicago meet- 
ing. A friend of mine asked 
me to be his house guest there 
in order that I might see a 
clinic they were holding. 

I saw in that town the 
famous Mortonson brothers, 
Mort and Jim, the cleanest 
fellows in the game and they, 
as usual, always have a lot of 
‘nice crown and bridge work to 
show you. They don’t pull out 
all of their fine jewelry, but 
actually show it in the mouth 
of the patient. 

Then I saw Brenner and 
went over to the school where I 
saw Banzhaf with his wonder- 
ful equipment, and, of course, 
I had to see _ Federspiel’s 





organization. Now, this group 
dentistry looks good on the 
surface, but I’ve been down to 
see Jordan and his troubles 
with that Deaner institute at 
K. C., and, by the way, I 
understand that old Abraham 
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Lincoln (Dr. House) is going 
to be the main guy there now. 

Well, it looks like this group 
plan will at last have a fair 
trial, as Elmer Best and all the 
rest of them certainly made 
good attempts on the legiti- 
mate line of goods that they 
had. 

I almost forgot about the 
clinic at Milwaukee—trying to 
tell you about the chaps 
around Milwaukee. I was at 
the clinic at the appointed 
time and there was the main 
clinician, all dolled up in a 
white gown, with a nurse in 
uniform, and an equipment 
around him like a_ hospital. 
The audience was all around 
this equipment and the clini- 
cian steps up to a blackboard 
and draws a picture of an 
impacted lower third molar; 
standing close to the chair he 
remarked that he would now 
attempt to demonstrate the 
procedure of removing that 
tooth, and it was a pippi. 
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going to do it by an incision 
there, and over there, and then 
used some instrument that he 
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called an ossisector over there 
and that was all that was 
necessary. Then we looked at 
the X-ray and it was like the 
drawing. The patient was 
then ushered in and we al 
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looked at the case in the mouth 
and the gum over it stopped us 
all, as we could see. nothing. 
The nurse gave the patient a 
shot of gas and in a minute the 
patient was in dreamland. 


Then this operator, if that is 
what you may call him—I 
don’t think he is a superhuman 
man—proceeded to do this and 
that and gave the nurse a look, 
which indicated to her that the 
tooth was out and she stopped 
the flow of jazz and he passed 
the tooth around to us—the 
audience. Well, you should 
have seen the look on the faces 
of those in attendance! A chap 
next to me said, “I would work 
about an hour and a half on 
that case and this bird looks at 
them and does a few manipu- 
lations and it’s out.” 


Oh yes, there is no brutal 
mutilation, the wound and 
socket is clean and the fellows 
that know, and don’t carry a 
mallet, tell me there is no post- 
operative discomfort. He 
operated all afternoon as fast 
as they could usher them in 
and out and was looking for 
more at the end of his time. 
The clinic hog was there on the 
job. You know him—the fel- 
lw who knows it all, asks 
foolish questions and gets in 
everybody’s way. ‘The science 
of the work appealed to me as 
did the sincerity of the 
operator. 


He comes from the “Show 





Me State,” and, as I read his 
book, Exodontia, I wanted to 
see his latest developments. 
I was informed, by someone 
who knows, that he is getting 


this new stuff out in book form. 
Good luck to him! 

I then journeyed down to 
Chicago and at the hotel I saw 
the gang that are the usual 
attenders from everywhere. It 
does one good to go to a meet- 
ing to see them all and, like 
myself, aged a few more years. 
They all asked for lunch, 
dinner, and theater bookings, 
so I diplomatically handled the 
time as I could, for the love of 
the company. 

The meeting all under one 
roof is a good idea and the 
Drake keeps one close to the 


meeting and away from the 


lake breeze. The old crowd, 
who formerly had the running 
of things around the meeting, 
it’s rumored, have been asked 
to step aside for the progres- 
sives, as they call themselves, 
but I see the same Chicago 
spirit prevails in that dentistry 
is the paramount issue. 

Checking over the program 
I naturally could not take in 
all and I checked the clinics 
that may help my technic 
(and not have so many come 
back). My selection for the 
morning was Full Denture 
Construction and the Club 
handled it in good style. I 
had some of it, as outlined 
before, and got some new stuff. 

I looked in at the work of 
LaDue and Group. Jack 
comes from Mattoon and he 
should read Main Street. 

All of us make plates but 
don’t think, because we are 
not specializing, that they 


don’t stick—no gum arabic 
goes on my plates. 
The clinic was well handled 
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and those in attendance appre- 
ciated the effort and the work 
shown, which on the whole, 
was good. All of the oral 
surgeons were on the job at 
various places, but it was. too 
cold to go out so I figured I 
would stay around the various 
sections. Saw J. H. Prothero. 
Had a talk with him and he 
cleared up some radiographic 
interpretation for me. He 
likes the work better than 
when he was in the prosthetic 
game. R. E. McBoyle, I had 
to pass up. I saw him give a 
clinic at another meeting. 
T. E. Roach, as usual, said the 
time allotted was not sufficient 
to present his subject. Stanley 
J. Tylman and associates show 
that they are doing artistic 
work in porcelain. P. A. Pyper 
is going to be the best direct or 
indirect man on gold inlays 
and when I compared his work 
with Morris, of Denver, 
Knapp, of Iowa, and Tracy, of 
New York, I don’t know what 
to say for it was up to their 
standard. Edgar D. Coolidge, 
instead of root canal technic, 
is now on peridental mem- 
brane. Excuse me, I meant to 
say perodontal membrane. He 
is always good. 

Conductive Anesthesia, as 
usual, blocked the door. I 
couldn’t get in but I knew 
Earl H. Thomas when he was 
—I guess he still is—with 
Brophy and he is a clean, con- 
scientious worker and would 
not be guilty of selling hypo- 
dermic syringes or tablets, as 
he has been trained under an 
ethical environment. 

I was tired and someone 


asked to see my program 4 
minute. Glanced through it 
and said, “Don’t they have 
anything on root canal tech- 
nic?” I told him I didn’t think 
so, as they unveiled the Chief's 
monument at Cincinnati a 
short time ago. I was there, 
When he passed away it looked 
like the real research worker 
had taken it all with him. My 
hat’s off to those who did honor 
to Callahan. The committee, 
however, should have _ been 
informed that no monument 
has been erected for Otto- 
lengui, Ryan, Hinman, Best, 
Crane, Johnson, not of Chi- 
cago, but Atlanta. 

Oh yes, C. N. was around 
the meeting. He, no doubt, is 
the grandest character den- 
tistry has ever produced. You 
know he is to the men in the 
Middle West what Darby is 
to the East, and when they are 
all in a muddle in some section 
of the country and _ want 
someone to pour oil upon the 
troubled water, you don’t pick 
them any better. 

Lunch with a big crowd 
around a big table. Someone 
told a good one and it was new. 
I am going home to pull it on 
the fellows. After parleying 
about the menu someone said 
the “lunch” was good in this 
place, so we all ordered it. 
After a discussion of the 
various clinics we indulged in 
the usual chatter. What do 
you think Bill Jones does a 
year? So and so has a better 
practice, etc. 

I took a little snooze to be 
ready for the afternoon show 
and when I stepped into the 
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lobby someone said, “‘You’re 
Dr. Pepys, Jr.?”’ [looked him 
over first. He had his frater- 
nity pin, of a large size, where 
the town could see it, a dozen 
lodge pins in his button hole 
and a large one on his chain. 
It takes all of that to get him 
wer. I said to him, ““Why, 
youre not on the program 
this time.”” He gave me the 
usual line of chatter about 
being “‘too busy. I see these 
dither fellows’ patients and 
they don’t do all the things 
they show you.” 

I had to send a wire to my 
wife, I explained, so I excused 
myself and meandered over 
to the writing desk and on the 
stationery of the hotel wrote 
the usual, “having a good time 
and wish. I were home with 
you, dear’ and about finished 
and someone asked me to 
attend a clinic in his room and 
then he told me how he got the 
stuff over from Canada. 

It tasted like the goods they 
make up and take to some of 
the meetings you attend down 
South. They tell you they 
have a fellow that they know 
who makes good stuff but 
admitted that it never passed 
government inspection. 

I thanked the host after he 
said, “Will you have another?”’ 
[had to state, “I am going to 
the clinics.” 

I was about to go into one 
of the sections when one of 
those efficiency experts tried 
to manhandle me about in- 
creasing your practice, Doctor, 
to befyou know Dr. Blank was a 
showidown-and-outer and we 
o the doubled his practice, so I had 
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to listen to this jabber and 
parted with the usual inven- 
tory that I apply to oil men 
who come in to sell me: 
**Practice what you preach and 
you won't have to peddle the 
stuff—they will all come to 
you for it.” 

You know I have been 
through this big-overhead and 
sell-your-service stuff and I 
have talked to a great many 
young men and told them not 
to get top-heavy—to “pay up 
and stay with your local 
dealer, if he is a good one, like 
you would your local banker.” 

The full denture technic 
clinic, Rupert E. Hall’s work, 
stood out prominently.. He 
informed me that he has 
purchased a house on Michi- 
gan Boulevard where he will 
devote his entire time to den- 
ture construction. 

George A. Thompson, that 
great porcelain worker, had a 
good clinic. You know George 
is a modest chap and when he 
shows his line of goods he is not 
a clinician that you hear all 
over the house, but, in his 
easy quiet manner, he delivers 
the goods. You should see him 
in a pinochle game with Lew 
Weinstein, of New York, some 
time and you will get a line on 
another style of technic. Lew 
always signs an I. O. U. 

On to my room after a 
strenuous day and into my 
dinner jacket to attend the 
banquet. I hate them, but 


society forces the issue. Well, 
they tried to place me at the 
head table with all the high- 
brows but me to the woods 
with the fellows around the 
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table of eight and we had a 
regular time. The dinner was 
a good one except one dish that 
I gave to my neighbor in 
exchange for a sip out of his 
hip pocket container. 

The speakers and the intro- 
ducing, as usual, we have with 
us this evening. Gentlemen— 
Some of the toastmasters of 
the Chauncy Depew type 
should change this line and 
state as they do at the club, 
“The mainevent of the evening 
is a verbal bout between Luke 
Gold Foil at this end of the 
table and Kid Inlay at the 
other,” and let them go to it 
instead of the usual, “It isa 
privilege to address you and 
the honor is mine, I am not a 
speaker, etc.” 

Well, Johnson made his 
usual good talk, so did Arthur 
Black. Arthur G. Smith, of 
Peoria, is always good with his 
Bill Nye stuff. He should be 
on the legitimate stage as John 
“Drew and Dave Warfield and 
the rest of them were never in 
his class. 

A. W. Thornton, that loving 
chap from Montreal, is prob- 
ably the greatest after-dinner 
talker in the dental world and 
it’s always a pleasure to hear 
him. 
L. M. Waugh is not accus- 
tomed to Chicago, as he started 
off like he was driving up in 
the East shore of the Hudson 
and back to Harlem all the 
same day. A good peppy boy 
and I know he is a good 
orthodontist, as Law, whom 
you remember was in Berlin 
before the War, told me he 
delivered the goods. 


SS 


Dear Harry Pinney—he, a; 
president, had to make , 
speech and I was afraid when 
he arose for the occasion he 
start off with his 
monkey story or a long piece 
of poetry but he held back the 
old line and delivered a new 


would 


package. I may as well tell 
you he is an exodontist not a 
go-getter, “you just came to 
me in time and I am the man 
to perform the operation.” 
Not that kind, but just an 
honest-to-God technician. You 
know I had to mention this as 
some journalist said he was 
seeking office because he was a 
specialist. 

I knew Harry before he was 
one of those scientific pullers 
and he always worked for the 
interest of dentistry. 

After the banquet another 
clinic in Dr. U. Fillum’s room, 
and we had a midnight session 
until the chap in the next room 
sent up the houseman and said 
we were making too much 
noise. 

Breakfast alone—too early 
for the Chicago crowd to be 
present, but it was not long 
before the table was occupied 
with friends from over the 
country. 

Lectures started at 9 A. M. 
and the first one by Herman 
N. Bundesen, M.D. always 
disturbs me. He was good an 
had a good subject but not in 
my line. 

The Manufacturers’ Exhibit 
was exceptionally good and it 
had all of the earmarks fof 
Stinson, that capable individ- 
ual who always helps to 
arrange a manufacturer's dis- 
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play so as to make it look like 
4 world’s fair. 

A. D. Black presented some 
advanced thoughts that make 
you think we are at last to be 
recognized as a scientific body 
of men. 

H. D. Grubb, Cleveland, 
till has the ability to fill root 
anals and his lecture on root 
canal problems was well 
received. 

Walter F. Chappelle, of 
Buffalo, New York, showed 
another new articulator. I 
have a Snow, Hall, Munson, 
and Gysi. I don’t know if I 
am going to buy one of this 
kind. . 

Frederick A. Bricker, who 
hs that organization at Ro- 
chester, classes with Paul Still- 
man, McCall, Valladier and 
Towner, and certainly has a 
lot of good food for thought, 
and no tooth brushes to sell. 

Louis C. Burgard, of Louis- 
ville, Ky., handles his inlay 
work like a master. He goes 
about it like he plays his game 
of golf. When you see him 
lave the Stark’s .Building in 
louisville stepping along like 
aJune bride you know he has 
solved an inlay problem and is 
if to the golf links. He 
belongs in a big league town 
but he won’t know it unless 
smeone should come along 
and tell him. 

Thomas B. McCrum had a 
good subject and he handled 
tin a masterly way. He has 
4 good opportunity to study 
out the many problems of 


preventative dentistry for chil- 
dren at the Deaner Institution. 
I looked around for Phil 
Thomas, the pedodontist of 
Minneapolis, as Phil is usually 
on the job at a lecture of this 
kind. 

An invitation to go see a 
show prevented my attendance 
at the evening session, as the 
M. D. in the morning made me 
feel bad enough. The M. D. 
in the evening has, as his sub- 
ject, ““Prevention of Carcinoma 
of the Mouth” and I thought:a 
little of the life on the Rialto 
for me. “No more clinics for 
me,” I told my host, as I was 
about all-in from the night 
before and I hit the hay. 

General clinics next day 
were all good and _ well-pre- 
sented by enthusiastic clini- 
cians. The crown and bridge 
section appealed to me, so I 
spent most of my time there 
and it was good in most spots. 

Automobile drive after lunch 
and we all stopped and took off 
our hats at the G. V. Black 
monument and then drove 
North to the beautiful suburbs 
of Chicago. Someone sug- 
gested we go see Zion City but 
it was getting late, so we drove 
back to the Drake. 

I told Tom Hinman I would 
attend the Atlanta meeting, so 
that is going to be my next one. 
I like it down there, as I had 
previously mentioned I was 
not going but it does one so 
much good to go and get all of 
the wonderful things that are 
being done in dentistry. 
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Lucille Raceau, winner of the First Prize for 


Most Beautiful Teeth. 


An odd contest was recently held in Paris to seek the girl with the most beautiful mouth 
and teeth. Mlle. Lucille Raceau, won first prize. Her beautiful face and teeth are 
much in demand by the leading artists and illustrators in Paris. 
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By JOHN PHILIP ERWIN, D. D. S., Perkasie, Pa. 


[eG aOULD you have 
\\7 f] 1923 the best 

yam) ever? Then pray 
sVr Vie for greater char- 
: 4 ity, do your daily 
dozen, smile sincerely—and 
open canals so you can drive 
in a flivver. 


* *K * 


Brother, how are you tra- 
veling? Are you despond- 
ently facing the dead past with 
itsdead? Then you are surely 
walking backward. Or, are 
you looking bravely ahead 
toward the rising sun with its 


glow and warmth and possible. 


victories? Then you are rac- 
ing gloriously forward. 


* * * * 


Men are dog-matic. 
Women, cat-ty. That ac- 
counts for our social differ- 
ences. 


* * * * 


Resolve always to brush 
your coat, especially the 
sleeves, before leaving the 
office. Some hairs speak louder 
than words. 


* * *x xX 


Patient: “Doctor, can I 
spit?” 
Dentist: 


Try ° 


“TI don’t know. 


It is indeed a stupid dog 
who bites the butcher. 


* * * * 


Refrain from praising the 
laboratory man. Prices al- 
ready are too high. 


* * * %* 


Honesty—a policy? Never! 
Honesty is a habit. 


* * * * 


In preparing a cavity be 
careful when you wash the 
tooth out—that you put it 
back in again. 


* * * 


Clean windows beget bright 
neighbors. 


* * * 


Boast not of your daily 
bath. Some smart guy might 
ask, ‘‘Why so dirty?” 


* * * 


It may be excellent for 
farmers and policemen to 
whistle while working, but 
poor practice for the cornetist 
or the dentist. 


*x* * %«K * 


Refrain from talking: in 
your sleep—unless you lie well 
or wish a divorce. 
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Ye can’t drive a crooked dentistry. Famous? Sel 
nail straight. health: Wealthy? Sell beauty. 


=e & Ss * * * * 


_And after your tenth wed- Have you read, “Helen of 
ding anniversary never tell the Old House,”’ by Harold 











wife she is sweetest of mortals, Bell Wright? Every dentist 


It will arouse her suspicions. 
; should. It deals with the key. 
She might shoot your stenog. stone of dentistry, namely, 


. © 8 ¢ the law of mutual depend- 
Wouldst be mediocre? Sell ence. 





Fruit. 


The greater use of fruit, especially raw ripe fruit, should 
be strongly advocated. It should be emphasized that the 
regular taking of fruit (more or less acid) at the end of each meal, 
especially at the end of the last meal of the day, is one of the 
chief means of minimizing oral sepsis and thus preventing 
dental decay and the tendency to tonsilitis, rheumatic fever, etc. 
Attention should also be drawn to the great importance of 
uncooked fruit, including tomatoes, as a source of the necessary 
vitamines, and as conducing to healthy activity throughout 
the digestive tract and the seer sonny of normal microbic 
flora in the intestine. 

Of course, we all recognize that fruit should be cheaper, and 
that much more could and would be produced, both com- 
mercially and in home gardens, if people in general recognized 
its supreme importance for the growing family. In both these 
directions we may be sure that a great economy would soon be 
brought about if all medical men, dentists, and nurses impressed 
on the people in their districts the great importance of fresh 
raw fruit, especially during the period of active growth and 
development. The cost of fruit should not be considered 
serious difficulty in the way of its more general use. In view 
of the amount of money commonly spent on sweets, the ex- 
pense of dental treatment, and the much greater expense and 
loss of efficiency ultimately resulting from untreated dental 
disease, the greater use of fruit even at its present high prices 


would be an actual economy. 


—From The Health of Children, published by 
the Department of Health, New Zealand 
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Pages from the Diary of the 
Modern Dental Samuel Pepys 










N my income 
i tax report was 
Vai made out I in- 
Veep cluded the ex- 
BOOS] pense of my auto- 
mobile. Now, the thought is 
on my mind: will they check 
my bum book-keeping? 


*x* * * * 


Poor me lost another job 
because I did not guarantee 
my plate work. 


x * * * 


Had a patient of Bill Jones’ 
last week and she said he said 
I was not a good dentist. 
Now, Bill’s a nice fellow and I 
said he was a better dentist 
than I am—I am doing the 
work. 





*x* * %* * 


My X-Ray machine was 
installed to tell me the truth 
about my root canal work. 
Somebody lied. 


*x* * * * 


Now, I see they have in- 
introduced mechanical engi- 
neers to solve the fundament- 
als of all the articulators. 
Next thing we know they will 
introduce us to a plumber to 
stop the leaks in our fillings. 


* * * * 











Every time I go to a dental 
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meeting someone shows me an 
interesting case—just because 
I have an X-Ray machine— 
and incidentally asks me to 
interpret the picture and then 
injects his opinion as to the 
reading, and I am always 
wrong. 


* * * * 


They tell me that the new 
fad of cutting away half of 
your jaw to get out a loose 
lateral incisor, the. so-called 
“‘surgical removal of teeth”’ is 
now a dead one. Reason—the 
operation cannot be done for 


poor people. 
oi wien 


You know Elmer Best sent 
out a book with questions to 
answer about what you would 
do about the many problems 
that confront the dental pro- 
fession. Well, they’re all 
answered. I read them in the 
Journal and the way they are 
answered everybody is wrong 
in their statements except 
mine. Like the Irish widow, 
who saw her son marching in 
the big military parade and 
said,’’ They’re all out of step 
but Jim.” : 


* * * * 


I talked to a dentist at a 
recent meeting and he said, 
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“Did you see the new bridge 
work?” He called it Dr. V. R. 
Stumach’s bridge work and 
showed me a sample. I looked 
at it and: it -was the three- 
quarter crown attachment 
with. porcelain root dummies 
as designed by Tinker. I'then 
made inquiries and found out 
the individual had been to 
Minneapolis once upon a time 
—looked over the work, 
started up home and made 


| 


some specimens. Now, he has i 
himself invited on various 
programs and they introduce 
him as the originator of some 
new bridge work—lots of gall. 
Oh! I forgot to mention he 
also makes a new gold. | 
guess because Tinker also has 
a gold. Now, Tinker is a real 


technician, but don’t hold him: 


responsible for all these abor: 
tions. 





Causes of Dental Disease. 


The modern progressive and alarming increase of dental 
disease is mainly due to dietetic causes incidental to the great 
increase of artificial methods of treating and manufacturing 
foods. :An unsuitable diet may act prejudicially in two specially 


important ways, namely: 


(a.) By interfering with the nutrition of the teeth in early 
‘life, thus diminishing their inherent resistance to 


decay; 


(b. ) By favoring the lodgment of fermentable carbohydrate 
food about the teeth, and impairing the natural 
cleansing-action of the saliva. 

The chief errors contributing to dental decay. are— 

(1.) Wrong feeding; lack of fresh air, outing, and exercise; 
and other hygienic errors on the part of the expectant 


and nursing mother. 


(2.) Neglect of natural féeding in infancy. 
(3.) Excessive consumption of artificial sugars. 


_(4.). The almost exclusive use of cereal and farinaceous’ 
foodstuffs in unduly refined forms—especially food- 
stuffs consisting of artificial combinations of sugars 


and. starches. 


(5.) ‘The unnatural frequency and irregular times at which. 


these foods are taken. 


: (6.) The softness of modern foods. 
(7.) Neglect of the use of raw fruit and vegetables. 


(8.) Tea-drinking. 


—From The Health of Children, published by 


the Department of Health, New Zealand 
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Friend the Dentist’’ 


yaa UR relation to the dentist is an 
SV interesting one. He relieves 
“9 our ills, repairs our negligence 
=| and blunders, usually with 
sympathy and skill. With friendly insight 
he tells us the story of our misconduct. 
With plain, direct wisdom he counsels us 
as to daily conduct and practice. His 
warnings are based on facts with little 
of theory. 

The skill of an able dentist is a matter 
of mystery and admiration. His crafts- 
manship runs into delicate surgery, or is 
akin to that of the artisan in jewelry. 
One remarked to us with modesty: “A 
dentist is a super-tinker.”” From that 
array of tiny instruments he must select 
just the right one for use in a minute, 
often obscure, spot. He must apply force 
with amazing nicety. Behind the infin- 
itesimal, though hard wall, is the nerve. 
With only experience and judgment to 
guide him, the dentist measures its thick- 
ness as with an instrument of precision; 
he determines its degree of resistance to 
his gnawing tool. A miscalculation and 
his work is lost; the plan of restoration 
destroyed—and, important to us, shrill 
pain and maybe the loss of a tooth. Yet 
we seldom hear of such mishaps. Our 
own experience reports no such happening, 
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and suggests only admiration for the skill, 
gentleness, and wisdom of the dentist. 


We like them, too, on their personal 
side. Those we know have an amusing 
knowledge of human nature, seen in 
miniature crises that display it brazenly. 
With exhibits of weakness, cowardice, 
even, they are very tolerant. We like 
their testimony to the nerve and courage 
of women. They seem to have a tireless 
interest in their patients as cases and as 
persons. 


Because of the skill of its practitioners, 
and of their public and individual service 
in matters of health, dentistry stands high 
among the benign professions. Happy 
the man, and happy the family, that has 
a good dentist!—Collier’s Weekly 
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REA PROCTOR McGEE, D.D.S., M.D., Editor 
212 Jenkins Building, Pittsburgh, Pennsylvania 
im The Editor welcomes manuscripts and will take best possible care of any 
mitted, but cannot be held responsible for them. Manuscripts should be 


ompanied by self-addressed stamped envelopes. ‘Typewritten manuscripts 
preferred and should be double-spaced and written on one side of the 


er only. 
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Our Friendly 
Contemporary 


; mil’ has long been the custom of 
A @ lay publications either to poke 
30 se fun at the dentist or hold him 
Pes up as an object of terror; it is 

most agreeable at times to read some 

editorial as that in Collier’s which we 
reproduce on the opposite page. 

There was a time in the history of the 
American journalism when the value of a 
publication depended upon the great 
name of the editor-in-chief; then came 
the long years when the personality of 
the editor was sunk into oblivion in the 
organization of the publishing company 
and the influence of the editor very 
rapidly reached a low level. 

The late Mr. P. F. Collier, who was a 
‘very far-sighted publisher in his day, 
realized that the thought expressed upon 
the editorial page could be a great power 
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| . for progress and so he built up a National 

- Weekly which, with all its stories and 
entertainment, centers entirely about the 
editorial page as a hub. 


This must be the eventual plan of all 
successful publications. 


| 
| Even the great genius of Lord North- 
: cliffe who owned more than forty periodi- 
| cals in Great Britain, was not proficient 
enough to have his organization hold to- 
gether for a very considerable period after 
his death. Even now the London Times 
has been purchased again by the descen- 
dants of the original editor, John Walter, 
and will once more become “The Thun- 
derer” because an able man will be chosen 
to write and direct the editorials. 


This is also the trend of the American 
newspapers and is the vindication of the 
judgment of Peter Fenelon Collier.in his 
earnest endeavor to carry real ideas to 
the readers of his publication through the 
written word of the thoughtful and con- 
siderate men who have been his editors. 

An editorial that tells the truth in a 
convincing and logical manner is a literary 
gem that is worth far more than reams of 
fiction. 


I feel that in the editorial which we here 
republish, a tribute has been given to the 
dentist that is not only just to him, but 
reflects the wisdom and courtesy of the 
editor of Collier’s. 
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TAO ALLATL does sugar do to the teeth? 
\} 2) i Sugar doesn’t do anything 
aw/5 to a perfect tooth—directly. 
——— The harmfulness of sugar 
lies in the fact that it is so refined these 
days that it may be introduced into the 
blood stream with little or no digestive 
action; that is, pure granulated sugar can 
be, and many times is, directly taken up 
; by the circulation from the intestinal 






tract as sugar. 


Then this sugar combines in the blood 
stream with calcium—the calcium that is 
the result of previous digestion and that 

is in the blood stream to nourish all of the 
hard structures of the body. 


|i Sugar plus calcium forms calcium sacrate 
or lime-sugar. This material is not used 
by the body in any of its tissues and is so 
dificult to break up that as an economic 
measure it is eliminated from the system. 


Consequently the main reason for 
insisting upon a minimum sugar allowance 
is the fact that sugar eliminates lime from 
the body when lime is needed for the 
building of teeth and bone. 


As G. Manley Cole, B.S., says, “Sugar 
is a calcium thief.”’ 
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Taxation 


[E now pay in taxes about six per 
| cent of our total income as 
a nation. 


Other countries are paying 
as high as eighteen per cent. 


High#taxes cause two things—first, 
violent efforts to reduce public expense 
and so reduce the tax, and, second, 
repudiation of national obligations through 
a real or “phony” revolution. Most 
revolutions are of the latter variety. 


Education of all kinds depends upon 
taxation or endowment. The overwhelm- 
ing majority of educationa linstitutions, 
from public schools to universities, are 
supported by some form of taxation. 


So long as the teaching is didactic, the 
expense can be held down. Last year the 
average cost per child in the public schools 
was $32. 


In colleges and universities the cost was 
$610 for each student last year exclusive 
of personal expense. 


This difference of $578 between the 
public school courses and the university 
courses is very largely due to the great 
cost of laboratory teaching. 


With our modern high standards of 
technical education, the cost will never 
be reduced but must, in the nature of 
things, increase. 
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There has never been a time, and 
probably never will be a time, when all 
of those seeking higher education can 
pay out of their own pockets the actual 
cost of their courses. 


This means that dentistry along with 
all of the other sciences must convince the 
tax-paying public that highly trained 
professional men and womenareanecessity. 


Consequently, the work that we do in 
oral hygiene and public health is not only 
a benefit to our fellowman but is the sheet 
anchor for the future of our profession. 


It is within the realms of probability 
that eventually the laboratory courses 
will be so combined that the healing arts 
will, by the force of economic pressure, 
be again amalgamated into our profession. 
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The absent minded professor sur- 
veyed himself in the hair brush instead 


of the mirror. 


“Gracious, but I need a shave,” he 





Stace Manaacer: “All right, run up 
the curtain.” 

GREEN STAGEHAND: “Say, whatcha 
think I am—a squirrel?”’ 





The lights were dim, the curtains 
down and two on the settee; 

He: “Does your mother object to 
kissing?” 

Soe: “Do you want to ring the 
whole family in on this party?” 





ENGLISHMAN (eating a fish-cake for 
the first time): “I say, old chap, some- 
thing has died in my biscuit.” 





GeorcE: “Bessie, there is something 
the matter with this old tub again. 
It refuses to go.” 

- Bessie: “Use. your head, George. 
Drive up into that shady lane there. 
This is too conspicuous here.” 





Pup: “I hear King George is wearing 
his trousers creased on the sides.” 

Pet: “Yeh, that’s the latest 
wrinkle.” 





He: “May I have the right to love 
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u 
Sue: “Oh, use the left, too.” 





“Do you like codfish balls?” 
“T don’t know. I never attended 
one.” 


If you have a story that appeals to you as funny, send it in to the 
editor. He may print it—but he won’t send it back. 


““Are you lookim~ “>r a particula 
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Wire: “Don’t deny it. I saw yc 
coming out of a saloon.” 

Hussy: “Now, dearie, you wouldn’ 
want me to stay in there, would you? 














He: “Hey, there’s no swimmir 
allowed here.”’ 

Sue: ““Why didn’t you tell me befo 
I got undressed?” 

He: “Well, there’s no law agai 
that.” 



















“Pearl swears she has never beet 
kissed by a man.” 

“Well, isn’t that enough to mak 
any girl swear?” 





























Doctor: “Why don’t you set 
limit for yourself?” | 

Drunk: “I do; but I get druz -§ 
before I reach it.”’ 









As I stepped up to the lonesom 
lady in the hotel lobby, I inquired 


In 1 
does ne 
Nee 
dentist. 
stitutes 
Pore 
additio. 


Customer: “What are the le: fectuall 


rson?”’ 
“I’m satisfied,” she said, “‘if ye 
are.” 








° ° ” of your 
expensive calling cards you have? A 
STATIONERY CLERK: “A royal flust 6 
madam.” 
$4. 
1/5 


“She married a Mormon, didn’ 
3 ATLA 
“Well, she took an eighth interes 


° 99 
in one. 
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HALITOSIS 
AS DEFINED IN THE CENTURY DICTIONARY) 
(Hal-i-to-sis) N. N. L. 
(L. Halitus—Breath .:. Osis—Offensive) 







Offensive breath, whether arising from diseased or 
neglected conditions of the teeth, mouth or nose 
or caused by disorders of digestion, respiration, 
the excessive use of tobacco, etc., may be readily 
overcome by the deodorizing properties of— 


LISTERINE 

Listerine is strictly antizymotic, it inhibits alike 
the acid fermentation of carbohydrates and the 
alkaline putrefactive processes of mixtures of meat 
and saliva, retained as debris about the teeth; 
hence, Listerine is antagonistic to the activating 
enzymes of fermentation so often the cause pf 
Halitosis. . 

Many dental-practitioners who advise their patients 
to use Listerine daily as a mouth-wash, also keep 
Listerine in an atomizer on the dental bracket 
readily available for use prior to operations, in 
self defense against pronounced cases of Halitosis. 


Lambert Pharmacal Company | 
ver bee Twenty-first and Locust Streets St. Louis, Mo., U. S. A. 








| saw yc 


wouldn’ 
ild you?’ 









wim min 


ne befo 






y agai 











to mak * 


ae 
o> ames -_ — ~ 
— — 
oa 
-_ 


-_ 3 x 
. al -GeAIRAS: AMenicA HOLOO St 


Dental. Stubber 
“GOLDDUST” RUBBER—AND WHY 


Point 2—Non-Porous Plate 


In vulcanizing rubber plates—especially. thick aentures—the ma&& 
does not always ‘nit together properly, and porosity results. 

Needless to suy, porous plates are troublesome alike to patient and 
dentist. A porous plate, worn in the mouth.for a period of years con- 
stitutes a dangerous receptacle for all sorts of germ life. 

Porosity is scientifically dvercome in “GOLDDUST” Rubber by the 
addition to ‘the rubber of finely powdered aluminum, thus solving ef- 
he les fectually the problem of heat conductivity, so that the plate comes out 
of your vulcanizer a dense mass, free from pores. 
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al flush “GOLDDUST” therefore makes absolutely non-porous plates. 
(Another Feature of “Golddust’”’ appears in next issue.) coneeens 
nate , PRICES: OH-2 
09 per pound. 2.25 half d. Enclosed 
didn’ 1/5th pound sample -box (about TT sheets) $1.00. $1.00 for 
, ATLANTIC RUBBER MFG. CORPORATION (7 Ss=»!e Box 
interes SUCCESSORS TO ff or 
TRAUN RUBBER COMPANY F Bit wintincnnil 


239-243 Fourth Ave, Dept. OH-2 iey-Fomn if: 
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Aristocrats in the Making 


In the process of manufacture of Rich-Alloy 
Casting Gold Aristocrats, every factor has. to 
be right. The quality for which this name 
stands must be present in every casting gold 
ingot that leaves the plant. Each batch is 
given thorough mechanical tests during manu- 
facture. Our trade-mark is your warranty. 


Casting Gold Aristocrats 





The Physical Properties You Need 
are Present. 


The composition of each of our grades of gold 
does not change, and, therefore, the stamping 
machine stamps out at each blow exactly one- 
pennyweight ingots, day after day. These are 
uniform in shape, too. You will never receive 
ingots of Rich-Alloy “Aristocrats from which 
corners have been cut off. This careful control 
in manufacture is a necessary aid in the: pro- 
duction of the high-grade casting metals we 
produce. : 


Our platinized golds: 
Require no fluxes; 
Do not deteriorate perceptibly 
with repeated meltings; 
Donot fracture nor break when ad- 
_ jJustment by bending is necessary. 


Your dealer can supply you, or write us direct. 


THE RICH-ALLOY- COMPANY 
Metallurgists & Manufacturers of Casting Gold Aristocrats 
Scrap Gold and Residues bought 

; Cleveland, Ohio 
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4: n invitation 
to test 
Formamint tablets 


Members of the Dental Profession 
are cordially invited to write for a 
liberal trial quantity of Formamint 
Tablets. This preparation has given 
such general satisfaction as an aid 
in oral prophylaxis, its bactericidal 
power — plus complete nontoxicity 
—has been so well and so often 
demonstrated, and finally, its palata- 
bility and convenience of adminis- 
tration have been so universally 
appreciated that we are confident 
of the outcome of the severest pos- 
sible practical test. 


Address: BAUER CHEMICAL COMPANY 
113 West 18th Street, New York 


formamin t 


Formamint is our trademar 
It identifies our product 
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ACESTORIA 
PERFECTED 


THE ONLY LOCAL ANTISEPTIC ANAES. 
| 












THETIC,OF A PROVEN QUALITY, 


_ For thirty years withstood the most severe 
test, while @ther locals have come and 
gone ACESTORIA remains stanch and true. 


Non-Secret 
Non-Toxic 
Combination Pure, Action Always Sure. 

Endorsed. .and recommended by 
thousands of well-known Physicians and 
Dentists, 

When you are tired experi- 
_ menting order 


ACESTORIA 


Cocaine less than 1% or with Procaine 2%. 






BUILT UP TO A STANDARD 
NOT DOWN TO A PRICE J 








EE 


Acestoria is Best Because It Always Gives the Best Results 









For Nasel 
Prophylaxis 
and all 

Skin Troubles 


A most reliable and effica- 
cious medicinal adjunct for 
gum massage and the treat- 
ment of pyorrhea, consist- 
ing of a well balanced com- 
bination of germicidal and healing 


constituents. 
Antiseptic, Healing, Curative 
FORMULA: 
of i” ¥ Se of Sarenioes. Oil of 
aju il of Wintergreen, Tincture L. O. Green, D. D. S. Heyworth Blg., Chicago, Il 
ot Ragga Menthol. Super- Please send me full data on 
Subsequent to scaling roots. Irrigating [] Acestoria 
and cleansing the surrounding area, in- . Ae 
ject the ointment into the pockets until ‘= Green’s Ointment 
it oozes at the- gingival. Anoint your 
nostrils every night. This renders the ] 
nasel tract lean and healthy, relieves 
Influenza, Hay fever, Catarrh, Colds 
and Headaches. Address ......... 
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FOR INFLAMATIONS, ALL SKIN DISEASES, SWELLINGS - 
INSECT BITES, GROUP, SORE THROAT, CATARRH 
NEURALGIA, RHEUMATISM, CUTS, BURNS, PILES, 
CHES, CHAPPED HANDS AND LIPS. 
NONE GENUINE WITHOUT THE LOG TRADE MARK 
PRICE ‘50 CENTS 
MANUFACTURED ONLY BY 
OW.GREEN MD. &L.0.GREEN DDS. 
29 E. MADISON ST. 
CHICAGO, ILL. 
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An unsolicited photograph from the Standard Knitting Mills, 
Knoxville, Tenn. 





~ Factory Clinics 


Today large industrial plants recognize 
the importance of sound teeth. Unhealthy 
teeth seriously hamper workers’ efficiency. 
Dentists operating in factory clinics should 
recommend a dentifrice of positive thera- 
peutic value. Pebeco is the one dentifrice 
that contains the proper amount of Po- 
tassium Chlorate. Its peculiar action on 
the salivary glands makes it a positive 
agent in the maintenance of oral health. 





ago, Lil. 








LEHN & FINK, Inc. New York 
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A Git Scientific Ne 


Chemically Pure Water 
Distill it yourself—when you want it 





ft 













CONVENIENTLY 
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™ ~~ 
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Patent Applied for 





Constructed entirely of pyrex glass. 
No rubber or metal parts to come in 
contact with the vapors during dis- 
tillation process. 

The Staco ensures the highest degree 
of purity, so necessary in the attain- 
ment of ideal results. 

Install the safe and dependable 
method. 

Dentist Model 250cc. capacity—with 
12 ft. laboratory tubing—Complete, 
$15.00. 


Order thru your dealer, 
or direct. 


Staiger & Co., 147-149 E. 86th St. 
New York City, N. Y. 


QUICKLY 






ECONOMICALL 


The Staco Hygienic Still 
wonderful scientific achieve 
ment—made entirely of pyre 
glass, enables you to hay d 
quantities of absolutely p 
water on hand at all times. 

The Staco now stands supreme iF 
in the field of distillation. 

For laboratory work it is wie 101 
equalled, it saves time ange © 
money, you cannot afford t® 
be without this modern denta 
necessity. 


We Will Send Free | ( 


a booklet which{{treats @ 
chemically pure water {@ 
scientific purposes. Eve 
member of the dental profe 
sion should read this 
booklet. 
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Fill out the cou- 
pon and mail 
it to us. 
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‘FOR AN X-RAY FILM HOLDER—100% EFFICIENT : 




















211 


















































me = 
| 
= 
PAT. OFF. = 
ICALL = 
> Still = 
achieve = 
of pyre = 
to ha = 
ely p = 
‘ IN COLLAPSIBLE -_ APASTE—NO = 
times. TUBES A THIN FILM WASTE-NO TASTE 2 
| ? rT 4) et = 
Supremes = 
sup“ Loose Plates—Holds em—“Bite” Plates _ 
op Send your professional cardto Dentaid Products Co., Inc., 2 
it 1s UE 1016 Prudential Bidg., Buffalo, N. Y., Manufacturers and receivea = 
ime ange Mavincing full size sample of Borogum = 
afford te WHOLESALE DISTRIBUTORS—BUFFALO DENTAL MFG. CO. = 
-n dental ALTO 
“JOLEOSEPTINE 
reats ¢ | 
ater fa ; 3 
I Stimulates the Salivary Flow. 
Eve | 
1 profe™l 4 Forms Many oral antiseptics actually inhibit it. 
, : | (1) Biegrertine OzosePtine, furthermore, does not destroy 
SBR 2 Wlitenttes ptyalin, the digestive principle of saliva. 
i Tooth Paste. Mang other antiseptics do destroy it. 
Fg * Emetives ooth OLEOSEPTINE works with Nature. 
Coupe (4) , ~e Because we can predict the result, we are 
, Tooth Powder. really eager to have you test OLEOSEPTINE 
lease seq {t____— —use the coupon. 
let as a 
in OR THE FOSTER LABORATORY, 95 Roseville Ave., Newark, N. J. 
Please send free sample of Oleoseptine. 
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[ mportant 


Announcement 
OQ the profession in the states of Wisconsin, 
Minnesota. Iowa, Idaho, Washington, Montana 


North Dakota and South Dakota we announce that 
the M. F. Patterson Dental Supply Company no 


longer represent us. 


The dentist, who contemplates 
buying equipment, cannot, 
therefore, buy Harvard equip- 
ment through the Patterson 
houses in the territory they 
cover. We advise the pro- 
fession in the above mentioned 
states that—pending arrange- 
ments for permanent repre- 
sentation—we will take care 
of their wants ourselves. 


We offer descriptive literature 
and quotations on our well- 
known line sold for more than 
35 years. 


You can write us without in- 
curring the slightest obligation. 
We have just issued a new 
price list, showing some re- 


ductions and adjustments. 
At considerable expense we 
have added to the beauty of 
our finish, up to this time 
unequalled. We have new 
designs ready for delivery. 
Get the facts about Harvard 
from Harvard 

We have a reputation for high 
quality and that reputation 
will, if anything, be maintained. 
We have a large variety of 
finishes in chairs, cabinets, 
electric engines, laboratory 
benches, brackets, tables etc., 
sold under a comprehensive 
guarantee at the right price. 
The coupon is for use in 
territory not covered by our 
regular dealers. 





The Harvard Company, Canton, Ohio. 


Please send descriptive literature etc., without obligation on my 
part. My present equipment, which I wish to trade in, is 





Dr... 


Address 
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Forhan’s 


FOR THE GUMS 


For the Conquest of Pyorrhea 


With the dentists of the United States, Canada and 
England, we are working in the interests of oral hy- 
giene, for sound, healthy teeth, for gums and bodies 
uncontaminated by Pyorrhea. 


Our two products are compounded for use in the treat- 
ment of Pyorrhetic conditions. They are scientific 
and safe. 


Our advertising is a message to the public on the 
menace of Pyorrhea and what steps should be taken 
for its prevention. 


We speak most frankly now of the odds in favor of 
Pyorrhea—odds of 4 to 1 against all persons over forty. 


It will be a happy day for us when we can say, publicly, 
that only 3 out of every 5, or 2 out of every 5, are en- 
dangered instead of 4 out of every 5 as now. 


In other words, we are working with you to bring down 


the odds, and in all our national advertising, we are 
advising the public to visit dentists at least twice a 
year for tooth and gum inspection. 





Forhan’s Pyorrhea Astringent is compounded to the for- 
mula of Dr. R. J. Forhan, and sold only to dentists to 
insure its restriction to professional use. 





Formula R. J. Forhan, D. D. S. 


Forhan Company 


New York N.Y. 


FORHAN’S, LTD. 
MONTREAL 
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A SAFE 








This is not the title of a mariner’s tale, neither 
is it the subject of an evangelist’s sermon, but it 
IS the caption fora STRAIGHT TALK on 
PIN ANCHORAGES in porcelain teeth. 
Everyone ought to know by this time that por- 
celain contracts about 20%, or one-fifth of its 
bulk, during the firing process. 
Well, that being true it follows that when metal is 
embedded in the contracting porcelain SOME- 
THING HAS TO GIVE—and you may take 
our word or you may prove the fact that IT IS 
NOT THE PORCELAIN THAT GIVES! 
' THE SPLIT -RING ANCHORAGE in 
Twentieth Century Solila Teeth is OPEN before 
the porcelain is fired—and it is CLOSED after 
the porcelain is fired! 
The Twentieth Century Split-Ring Anchorage 
is the Perfect Anchorage, because it 
offers no resistance to a Natural Law. 
Twentieth Century Solila Teeth are 
dependable. 


Your Dealer or Direct 













ANCHOR 
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of Substitution | 


A Practice of Beneficent well 
Origin but of Sinister Development ws 





(CHEOPS, a Pharaoh who reigned in the [Vth RE 
Dynasty, seeing that the poor were deprived c. 
of the absolution of their sins because of their 
inability to appease the Gods (or priests) with 
living offerings, decreed that they might offer clay 


images, representing the living birds or animals. The 
220 | 
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Thus was substitution innocently thrust upon 
a world that has suffered grievously from the 
degeneration of a noble impulse. Even with a 
royal decree supporting him, the fellah in the 
illustration seems conscious of a deficiency. 
Today, the most seasoned “campaigners” must 
feel and talk “cheap” when they offer substitutes. 


Trubyte 


—the Teeth that tempt the imitators 


All down the ages we have been offered brass 
for gold, glass for diamonds, cotton for wool, 
water for wine and even stone for bread. It is 
not strange that the superiority of Trubyte teeth 
should tempt the imitators to offer “Nearbytes” 
for Trubyte, but like the first clay substitute for 
a living thing, they lack that something which 
makes the original what it is. 

There is character in the genuine never found 
in an imitation, but for those who make hasty 
examinations, we have embossed a Crescent 
Trade Mark on the lingual surface of every 
Trubyte tooth, as a means of identification and 
protection. 

The Egyptian priests didn’t like the clay sub- 
stitutes any more than you like imitations,.and 
they used to consign them to a deep hole or 
well, where after his death, they threw a beauti- 
fully carved statuette of Cheops, the author of 
the practice. Kismet! 


RESTORATIONS Gi) THAT RESTORE 


Your Dealer or Direct 
The DENTISTS’ SUPPLY COMPANY 


220 West 42nd Street New York City 
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Clap 


TO GET 
BETTER INLAYS 


Start Right! 


Use an accurate scale that proportions 
the ingredients in the ‘‘mix.’’ 


a 


Spatulate that ‘‘mix’’ mechanically! 
Mechanical spatulation is better than 
hand spatulation. 


Prove it yourself ! 














+ ‘ed 


Che HEIDBRINK COMPANY 


Ptinneapolis Minnesota UW S.A. 
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cAre Dentists cAuthorities ? 


“Prinz 


. Fones 


Buckley 


Toothpaste “Ad” 
(NOT Colgate’s) 


In Dental Cosmos, 1921, Vol. 63, and 
in his Dental Materia Medica and 
Therapeutics, 1916, specifies pro- 
perties desirable in a dentifrice as 
follows: 

1. Chalk: mechanical cleansing 

2. Soap: as an emulsifier 

3. Mildly alkaline 


In Mouth Hygiene— Second Edition, 
1921 ,»page 287: ‘‘The most important 
ingredient in a dentifrice is soap. 
Next, a mild abrasive, such as a fine 
grade of precipitated chalk.” 


Modern Dental Materia Medica, 
Pharmacology & Therapeutics— 
Fourth Edition: page 32. Page 270 
shows formulas of dentifrices, and 
chalk and soap are constituents of 
each one of them. On pages 36 and 
37, the same book speaks of the ex- 
cellence of chalk as a constituent of 
dentifrices. 


“Dental authorities [sic] now agree 
that the ideal dentifrice should con- 
tain no soaps or other alkaline 
ingredients!” 


Who is ‘Right ? 


More DENTISTS recommend Colgate’s 
than any other dentifrice 


The non-gritty precipitated chalk in Colgate’s Ribbon Dental Cream loosens 
clinging particles from the enamel. Its pure vegetable oil soap washes 


them away. 








Truth in advertising implies honesty in manufacture 
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did you select 
Dentistry 


— pwescene you serve the public. 


Commercially you and yours must 
live and should lay aside for old age. 


Send your name and address for a 
*“DOCTOR’S DOLLAR SUMMARY” ~*~ 


and know from then on, how it comes and 
where it goes. It is a multie-column loose 
leaf (atleast 5 books in one) accounting for 
the dentist’s dollar, such as professional 
services and records, cash received and 
paid out, personal expense and investment 
records, finishing with income figures. 


So simple your office assistant can take 
care of every item of it. Your income tax 
figures will surely be a relief. You can 
carry any item or account in an account 
file, or ledger even as tolight, water, p- 
plies, separate for income figures. 


Blank forms are printed on good grade 
ledger paper with flexible black levant 
grain Badgeride binder. 

Price, 100 leaves size “81% x 11”’ $10.00 
(enough for more than a year, 5400 lines) 
Cc. O. D. ten days’ examination and if 
book does not answer your purpose return 
same your money will be refunded. 
Refills 100 or more leaves 5cents. A sys- 
tem complete for simplicity, compactness 
and economy. 


It is almost impossible to see a dentist 
personally to sell something, so I send this 
for 10 days’ examination, which I feel you 
must see in order to appreciate. 


Start now or anytime during year. 


G. A. Ostermeier 
New London Wisconsin 
Mention your Dealer 


Dealers—Write for terms 











Let us send 
you a box 


of the new Union Sectional 
Trays. You use it, if you 


find it satisfactory, pay for 


"it, if you don’t return it to us. 





It splits the impression in two 
parts. Instead of taking the 
;mpression off in a vertical line— 
which gives the impression the 
biggest dimensions of the 
tooth—this new Sectional Tray 
takes off the impression in a 
horizontal line, taking an ezact 
mpression of the tooth. 


Through dealers or® direct. 
Price, $1.25 a box, containing 
6 pair of Sectional Trays and 
one Universal Crown and Bridge 
Tray—all brass, nickel-plated. 
Iiterature free 
Ask your dealer or 


Union Broach Co., Inc. 


130 West 20th Si., 
New York, N. Y. 
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An Inexpensive acta 
With a Triple Purpose 


HE need for a portable sur- 
gical engine for office, lab- 
oratory and emergency 

work is completely met by the 
DUMORE at a price within 
reach of all. 





Staunch, sturdy and dependable 
it is for service at that extra chair 
or as a substitute for your regu- 
lar unit in case of breakdown. 
In the laboratory it is especially 
handy for grinding and polishing 
gold inlays, crowns and numerous 
other small jobs. And asa portable 
engine for emergency work in the 
home or hospital, it is invaluable. 


A ten-minute demonstration of 
this sturdy little engine will tell 
you a better story of its merits 
than all the adjectives in the 
world. Your dental supply 
salesman or his firm will be glad 
to give you that demonstration. 
Ask about it! Or, write us direct. 








3 


AllDUMORE Den- | To meet various 
tal Engines are MORE Dent DU- 
White t with S.S. | MORE Dental En- 

hite No. 7 Hand-| gines are made in 
panes i two styles — with 

inch Flexible | Table Base .and 
Shaft and Sheath. | Pedestal Mounting. 





Wisconsin Electric Company 
3256 Sixteenth Street, Racine, Wis. 


DUMORE 
DE ENTAL 
ENGINE 
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For Esthetic Results 
use 
S. S. White Gold Base Rubber 
with 
Granular - Pink Veneer 









S. White Gold Base Rub 
ber is a light weight ma. 
terial that produces the 

strongest rubber dentures with 
an exceedingly attractive ap- 
pearance. 

The pigment is_ principally 
aluminum which is little more 
than quarter the specific gravity 
of vermillion used in red and 
brown rubbers. 


When Gold Base Rubber is 
vulcanized and polished, the 
myriads of minute aluminum 
particles appear as golden clouds. 


S. S. White Granular Pink 
Rubber has tiny white and red 
flakes that relieve the solid pink 
tint and give the denture a life- 
like appearance unapproached by 
other veneers. 


S. S. White 


Gold Base Rubber 


In half-pound boxes, 
per Ib. $4.25 


S. S. White 
Granular Pink Rubber 


In quarter-pound boxes, each $3.75 


Asi: your dealer for package prices and quantity rates 
on all 8. S. White Rubbers. Fifteen Fine Colors. 
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S.S.WHITE 


(ARBORUNDU 


ENGINE TOOLS 





Run True and Cut Rapidly 


LEAN Carborunuum whether 
& black, green, purple, red, orange or 
in any of the countless hues in 
which it comes from the furnace, is next 
to diamond in cutting quality. 


How they are made is the important 
feature in carborundum tools for dental 
use. No matter what kind of grit is em- 
ployed, wheels, disks and points are effi- 
cient only when they are properly made 
of the right binder, when compressed 
uniformly, when true on their centers, 
and when fired by experienced furnace 


men. 
ASK FOR 


S. S. White Carborundum 
Wheels .:. Disks .:. Points 
Your Dealer Can Supply You 


The S. S. White Dental Mfg. Co. 
** Since 1844 the Standard ” 
Philadelphia 


Its the Crystal 
not the Color 
that Cuts 
Ss. S. WHITE 
CARBORUNDUM TOOLS 
ARE GREY 
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Made in U. S. A. 


1 ONE Package containing Six Boilo 
Mirrors and a mirror handle for the 
price of five Boilo Mirrors. 


2 TWO guarantees on each mirror, 
your dealer’s and ours. 


THREE times the efficiency and 


life of ordinary mirrors. 


4 FOUR Styles to choose from. 


FIVE Mirrors in reserve, with the 
handle and one mirror in use. 


7 SIX BOIJLO Mirrors. 


SPECIALTY MFG. CO. 
Makers of DeLuxe Products 
313 Fulton St. Brooklyn, N. Y. 
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Fit Perfectly, 


Save Time, 
Cost Less 

















Strong, rigid and resilient, Williams Ready-Made Clasps 
stand bending and fitting without breaking. 

They are made from a tough, high-grade alloy of gold 
and platinum and can be trimmed or ground if the 
occlusal rest is not wanted or the band is too long. 


In ordering specify rights or lefts, uppers or lowers. 








Length of Band 


a 

















No. 1 Small Cuspid + in. 
No. 2 Cuspid i¢ in. Bicuspid with 
No. 3 Bicuspid ié in. Occlusal Rest 
No. 4 Bicuspid +2 in. 
No. 5 Molar J in. 


No. 6 Large Molar 1,5 in. 





Nos. 4, 5, 6 have the occlusal 
rest. 


Prices 


Nos. 1 and 2 Cuspids §$ .90 
Nos. 3 and 4 Bicuspids_ 1.00 
No. 5 Molars 1.10 
Bicuspid No. 6 Large Molars 1.50 


without 
Occlusal Rest 


THE WILLIAMS — REFINING COMPANY 
2978 Main St., Buffalo, N. Y. Bridgeburg, Ont. 


WILLIAMS 


READY MADE CLASPS 


See announcement on reverse side 
































at ad Yall elt ad de et Oe Oe Ye & 4 ee ed ee 


NR RS OF CN NO RTS DET ARETE LI TORT IT AON AE ATR EL Nh REA OL 
- *.¥ ‘ * vy ¥_*% . + ,vyvyYy+.¥i¥.* 


BUSHLESS) SIS S151 S/F SS PSSST SS Selsey es sisis 


Do you | 
want this? Wms 


These brass models—the ex- i WILLIAMS \ t) 


act size of the long—medi- 

um—short Williams ‘Lingual \ a / 
Bars will make it easier for \! 

you in ordering the proper 

size from your dental depot. 

A post card brings it to you— 

without any charge, of course. 


Scientifically shaped, without 
sacrificing strength, Williams 
Lingual Bars can be adjusted 
to fit any case in a moment’s 


time. Specify ‘‘Williams”’. 


The Williams Gold 
Refining Co. 


Originators of Ready- 
Made Lingual Bars 
2978 Main St., Buffalo, N. Y. 
Bridgeburg, Ont. 


Prices: 
18-K GOLD PLATINUM— 
Long, $4.00 Medium, $3.75 
Short, $3.50 


16-K GOLD PLATINUM— 
Long, $2.50 Medium, $2.25 
Short, $2.00 


GOLD CASED—(20% 18-K) 
Long, Medium, Short, $1.50 


Made in 18K gold- Per Doz., $15.00 
platinum, 16K gold- 16-K PALATAL BARS— 
ee and gold Long, $3.25 Medium, $3.00 
cased Short, $2.75 


WILLIAMS 
_ LINGUAL BARS _ 


Talalelatalalalais 
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Closeups of Patients—No. 2 | 





i a Be 
.™ ill GER 


OK’d by Miss 1923! 


She wants everything right up-to-the-min- 
ute. The Lily Cup you serve water in, 
om approves as why. ri of progress. She 

a ! snows it is so much cleaner than the common 
Please—today! po 


Just mail us your 
card and the name Lily Cups are the most convenient service 
of your dental supply for dentists. No glass to wash or sterilize. 
_ and we'll for- Always a nice fresh Lily ready at your elbow. 
enerous 
umpleof Lily Cups, . . PUBLIC SERVICE CUP COMPANY 
: Bush Terminal Brooklyn, N. Y. 
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A bit of histor 


ERTIFIED Enamel was developed for us as a result of 
about two years’ intensive research in the Mellon Institute 
of Industrial Research. The letter on the opposite page 
signed by the Director of the Mellon Institute more than five 
and one-half years ago tells its own story. 

To those familiar with the eminent standing of the institution this 
letter will have great significance. 

Had Certified Enamel not been proven to be superior to any other 
silicate filling material in the field, it would never have been offered 
to the profession with the unqualified endorsement of this institution. 
But, after all is said and done, the testimony of the thousands of 
subsequent users of the material is of greater importance than 
predictions or estimates as to the merit of the product, made in 
advance of its general use. 


LEE S. SMITH & SON MFG. CO. 
Pittsburgh, U. S. A. 
































Mellon Institute of Industrial Research, Pittsburgh, Pa., wherein Smith’s Certified Es 
amel was developed under an Industrial Fellowship by Lee S. Smith & Son Mfg. C 








PI pesesnasnsanaees 


WiLL dddddddddddddddddddddlddddadallddadaddiddllsdbitbsbdd WT 





ORAL HYGIENE 229 


LLL WWIHLLLLLLLLLLLLLLA LLL ALLL LLLLLLLLLLLLLLLLLLLLLLLLLLLLLLLLLLLLLLLL LLL, 


PEOUNDODOORU RAL OCANALEY " ITITITITINII 





ied Et 
ifg. Cc 











jeennennnennn 
ORSHANAAT AN AARURDUDSEOGTUNAOUSOD GUT ASERIODDAROEESSLOEETAUOESOEDDLOTEOUEDOETEEDETOEEGTECEETTOOEDOOED PEGE EOE EDEPDEDEL EEE DCEEEE LEE LPE EEE DOP EERO EEE PECEEEUEECDOC CEU EREED ETO UEEEEELELCOU TREE EDER EDEL ERE EEOOO ORE EOEEOET GREED 
t/ 


Z MAUULLLLLLLL LLL LLL LL LULU LL LLL ALLL LLULULL LL LLU LLL ULLAL ULLAL LLL LLL LLL LLL 








ORAL HYGIENE 













So hard it can be ster- 

ilized in the hottest, 

flame— 

So hard it retains a 

keen edge— lessen- 

Ingg pain. ; 
A. P. W. Needles are 
30% Iridium and 70% 
Platinum—that pro- 
duces a wonderfully 
hard needle. We've 
told you above what 
this means to you: 
quick and absolute 
sterility—and an al- 
most painless incision. 
They cost a bit more— 
but so does good den- 
tistry cost a bit more 
than the other kind, 
and, like good den- 
tistry, A.P.W. Needles 
last longer. So the 
first cost doesn’t really 
matter. 


American Platinum Works 
N. J. R. R. Ave. at Oliver St. 
Newark, N. J. : 

















This coupon, your card or a 
postal will bring interesting 
helpful information. 
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Almost as 
if you had 
designed 
it your- 
sell— 





that is what you'll 
likely think about 
the Ambi-Dent 
Brush. For it com- 
bines the things 
dentists have long 
wanted in a tooth 
brush: Ability to get 
into crevices almost 
impossible to reach 
otherwise: Ambi- 
Dent’s rubber finger- 
bristles cling and 
search. Freedom 
from loose bristles; 
Ambi-Dent’s rubber 
finger-bristles can- 
not come out or 
break off. Ability 
to massage gums as 
well as to clean teeth; 
Ambi-Dent does just: 
that! 


Massages—cleans 
polishes 





















Sample brushes: 
3 for $1 


Ask your druggist to stock them 


AMERICAN 
TOOTH BRUSH 
COMPANY 


St. Marys, Pa. 


AMBI- 
DENT 


DR. H. B. MARSH 
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Have you given your patients 
prescriptions for Dr. Pierre’s— 
at our expense ? 


Secure a real test of Dr. Pierre’s—at our expense. 
Provide several of your patients with prescriptions 
for it—at our expense. 


Then you can stage a real, thorough, exhaustive test. 
This indicates our confidence doesn’t it? 


We will arrange with your druggist—without obligat- 
ing you—to deliver free bottles of Dr. Pierre’s to 
those of your patients whom you have provided with 
prescriptions for it. 


Dr. Pierre’s Liquid Dentifrice 


is composed of vegetable essences. The creation 
of Dr. Pierre, of the Paris Faculte de Medecine, 
it is unlike any other dentifrice—for it applies, 
in a scientific way, Nature’s method of tooth 
cleansing. 





Maurice Lévy, Hygienol Bldg., 
120-122 West 41st St., New York. 





I am interested in plan described in February 
Ora HyaieEne. List of patients is attached. 









i... 








Address............ 









Druggist........ [to oe we 
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CONSCIOUTE 


hen Dr. Williams was 
faced with the problem 
of carving the models of Tru- 
byte Crowns, he did not pick 


out a few pretty teeth and copy them, 
but he studied hundreds of the _ best 
types and noted Nature’s evident inten- 
tion. He then selected the best exam- 
ples of typal forms and carved, not 
copies of individual teeth, but he carved 
teeth which embodied all the character- 
istics peculiar to their types and modifi- 
cations of types. . That is “conscious 
selection.” 

‘When you seek to restore a lost an- 
terior tooth, you naturally endeavor to 
conceal your art by inserting a porcelain 
crown that presents the typal character- 
istics of the natural teeth remaining in the 
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ELECTION 


mouth. This is accomplished with greater 


as 
ease when 
m 
u- | Trubyte Crowns 
Y are the medium for your skill, because 


mM, § their forms can be adapted to the indi- 
Sst Byidual characteristics of the teeth with 
N- the least amount of grinding, and the sur- 
M- faces can be restored by polishing. 


ot Another important mechanical ad- 
cd vantage is the fact that they have 
ot- @ “enough neck to grind”’—you can always 


fi- [secure root adaptation without having to 
US # resort to a cast coping. 

Suppose you practice “conscious se- 
n- lection” on your next 
(0 fF crown restoration and 
in see how Trubyte Crowns 
[- will aid you. 


Your Dealer or Direct. 


a 














PIPMPAN'Y of New York 
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The ORIGINAL 











Irritation — 





When a patient comes back to 
new denture trimmed and complains 
a blister or sore spot, just sprink 
Wernet’s Powder on the denture, or 
the irritation and, presto, your troub 
gone. Try this technique, Doctor, it 
wonders. 


Dr. Wernet’s Does These Thi 


1—Gives instant adhesion (‘‘Suction’’) 
2—Permits patient to eat meals the first 
comfort. 

3—Stops any tendency to gag or vomit. 

4—Enables patient immediately to talk proper! 

5—Prevents rubber-sore mouth. 

6—Overcomes nervous habit of pushing plate 
' tongue. 

7—Prevents despondency and disappointment. 

8—Keeps patients cheerful and confident. 

9—Creates satisfied patients and builds your pre 
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houses. 


Wernet’s Powder 





















Dr. Wernet’s Powder for False Teeth 
(A White Powder) 


The latest tool in dentistry. In color, taste, fragrance, 
and adhesive action vastly superior to any other appar- 
ently similar preparation. 


Dr. Wernet’s Powder for False Teeth 


(A White Powder) 


is being widely used by the profession 


To keep cotton rolls from slipping and sliding 

To stop any tendency to gag or vomit 

On partial plates from extraction 

On temporary plates 

On plates for flabby ridges. 

On old plates after changes have been made in them 

To eliminate bite plate troubles 

To cure blister or sore spot after plate has been trimmed 








ORAL HYGIENE 


The Famous 
Red Package-— 


familiar for more 
than 30 Years— 
but notice THIS 


<=. 





a —_— 


Made in the procaine form too you see! 
Cocaine if you want it though. Sample free 
of the ocaine form—no narcotic blank. 
There’s lots of space here for your name and 
address—or just send your professional card 
or letterhead. 


HISEY DENTAL MFG. CO. 
ST. LOUIS, MO. 
































A hook for each member of the family. A toothbrush 
on each hook. Or, perhaps, a tumbler for a container. 
Brushes exposed to contamination from flies, etc., 
—and from other toothbrushes. Doesn’t the 
sight often horrify you? Pyorrhea and other diseases 
can be spread in this way. 

Teach your patients to be as careful as you are in 
your own office—as careful to keep their tooth- 
brushes sterile as you are to keep instruments sterile. 


THOMPSON’S 


Germicidal Sterilizer and Retainer 
for Toothbrushes 


provides a simple, entirely effective means. The 
tight-fitting stopper seals it. The brush rests on the 
perforated bottom of the inner container; beneath it 
is a chamber for sterilizing fluid, the fumes of which 
rise through the perforation. The bracket provides 
means for mounting upon wall. : 


Not only your patients, but your own home folks 
would appreciate a set of Sterilizers. Price, Steril- 
izer complete, with year’s supply of antiseptic, $1.50 
at dealer’s or direct from S. H. Thompson & Co., 
914 Detwiler Bldg., Los Angeles, Calif. 
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are scientifically made, designed by a dentist, 
endorsed by leading dentists. 


Begin today to use and recommend the Rolling 
tooth brush—for more then twenty-five years 
Rolling has been giving Real Service, it has estab- 
lished dependability putting into the hand of the 
user a tooth brush of Quality and Workmanship 
of guaranteed worth. 


THE ROLLING 


7 
q 
g 
C 
a 


Send for the little red 
book about the Rolling 
—free on request. Pin 
this page to your card 
or send postal. 





The Rolling Tooth Brush Co. 


MONTCLAIR, NEW JERSEY 
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Smith’s Copper Cement is really two cements 
in one. 

It is a copper cement. And it is a zinc cement. 

It is both because it is a zinc cement with 
copper added, in a patented form which will not 
discolor in the mouth. 

You don’t use ordinary copper cements in 
many cases because of fear of discoloration. But 
you can use Smith’s Copper in such cases, for’ 
it won’t discolor. 

You don’t use ordinary zinc cements in many 
cases because ordinary zinc cements lack germi- 
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cidal powers. But you can use Smith’s Copper 
in such cases for while it is a zinc cement it is 
also germicidal. 7 

When you have a crown, an inlay or a bridge 
to set—or a general filling to place (not just 
fillings in deciduous teeth)—reach for Smith’s 
Copper. Its use is indicated wherever either a 
copper or a zinc cement is indicated. 


Buy it from your dental dealer. 


Lee S. Smith & Son Mfg. Co. 
Pittsburgh, U. S. A. 
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Just imagine! 
Real Davis Crowns at 10c each. 


OU’LL be glad to have it near you—your own 

private stock in a beautiful mahogany cabinet. 
Just think—an assortment of 370 most used moulds 
and shades, arranged so you can select every case at 
the chair. 
No need to make plaster impressions to send to the 
depot. With this assortment-near at hand, there’ll be 
no delay in getting the right shade and mould to fill 


each case. 
And besides all the convenience, consider the price— 


370 Crowns 
125 Pins 
Price $37.50 


Send your order at 
once as the number of 
cabinets is limited. 
Thru your dealer 

or direct. 


; For sale by 
COLUMBIA TOOTH COMPANY 


28-30 West 22nd Street New York City 
Western Representative, Charles Holg Dental Depot, 5 So. Wabash Avenue, Chicago, II. 
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Waite’s Nerve Blocking Book 


with either of above orders for 
i 


Sik : 





ANTISEPTIC 
LOCAL ANAESTHETIC 


(2% Procaine or 1% Cocaine) 


Add to your prestige and profits. Practice nerve blocking. 
Dr. Waite’s Nerve Blocking Book will make you a master of 
this new science just as it has thousands of other dentists. 


Every injection is illustrated life us to send you Waite’s Complete 
size; explained step by step in easy- Nerve Blocking Book FREE. Of- 
to-understand English. fer of free book can be taken ad- 

vantage of once only. Use the 

Order from your dental depot coupon. 
either 12 boxes of Ampules or 12 : : 
one ounce bottles of Waite’s Anti- The Antidolor Manufacturing Co., 
septic Local Anaesthetic as illus- ; _ 80 Main St., 
trated above, and they will notify Springville, Erie Co., N.Y., U.S.A. 

Foreign Agents: 
Dental Manufacturing Co., London, Eng. 


. 7 ; : emis i pres oe es 
. : F * be 4 . r rt 
. - = . r) * 








ite’ P. Grant Smith, Durban, So. Africa 
Waite $ Australian Drug Co., Sydney, Aus. 
thatics Check, Sign and Mail this Coupo 









0 Send me sample box of ampules, free. 
| O Ship the following order through 









(Name of dental depot) 
and mail me Waite’s Nerve Blocking ] 
| ey with any of the f ollowing ia 


12 ounces or (1) 12 boxes 14% ce Am 
of Waite’s Local Anaesthetic $8.40. ‘. 


| C) 12 boxes 2)4ce or 1 12 boxes $cc Amy 
$10.20. 






























s — “Sarerall fH aes? Commins Nerve Blocking O 
ee ee In Bottles} | s12 a ing all injections. Value $13.60, al © 
Name 
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ANTISEPTIC SOLUTION 


For the sterilizing jar can be used for 





















either platinum or steel instruments. e 
It will not rust steel. 
It is compatible with all anaesthetics. 7 


It is far superior to alcohol or sterilizing jar solu- 

tions which are not compatible with Procaine or 
Cocaine and which are liable to get into your syringe W 
and cause serious after-trouble. 

Keep your instruments in Waite’s Antiseptic Bec 
Solution and you need not fear after-pains, swelling | 
and sloughing which is the penalty for using an 
incompatible solution. 

Order a $1.00 bottle through your dental depot. 
The Antidolor Mfg. Co., 80 MainSt., Springville, Erie Co., N.Y., U.S.A. 


Foreign Agents: 


Dental Manufacturing Co., P. Grant Smith, Australian Drug Co., 
London, Eng. Durban, So. Africa Sydney, Aus. 


—_— = 3 > 8 Ga 


Sign this Coupon 
—and mail to your dental depot. | 





Waite’s 
Anaes- 
thetics 














base send me a large 16 oz. 
ttle of Waite’s Antiseptic So- 
ion and bill me for $1.00. 
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In Ampules 


T6688 .cccesece @ee#ee 









ORAL HYGIENE 





The 
its. “SE Season’s 
ics. “Best Seller” 














or 
ige Why ? 
tie Because— 
Ing ie : 
an The Sterilizer can’t boil dry. 
The lift handle raises the cover 
and tray simultaneously. 
_ Guarded table top is convenient. 
Co., 


The cabinet is commodious. 





The entire unit is built to last. 
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WILMOT CASTLE COMPANY 


1158 Untversiry AVENUE, RocuEesteR, New YORK 
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New Combination—‘“Style H” 


Superior Artificial Enamel 


3 Full Portions Powder (any shade) 


1 Double Portion Liquid 


Price, $10 


SECURE YOUR SUPPLY AND SAVE $1 
The Ascher Import Co., 


Cleveland, Ohio, U.S. A. 








Pin this to 
your card 


or send a postal for a 
FREE sample of “‘Den- 
tists’ Friend”—the pow- 
der that polishes as it 
cleans—you use it for 
teeth, crowns, bridges, 
plates or instruments— 














and it’s harmless, con- 
tains no acid and will 
not scratch. 


The 
Gilcrest Company 
2052 Market St. 
San Francisco, Calif. 
| Price, 75 cents. 
Order through your 
dealer—or direct on re- 
ceipt of price. 























Lak. 


THE SPECIFIC FOR ABSCES TEETH. 
One or two treatments accomplishes a 
cure. 





Price per package, $1.00 





HOLDS ARTIFICIAL TEETH SECURELY IN 
PLACE in the mouth at all times. 


Price per package, 50c and $1.00 





GILBERT’S SOLDERING 
FLUID 
causes solder to flow just where you 
want it. 
Price per bottle, 25c 





GILBERT’S TEMPORARY 
STOPPING 
was first on the market and is recog- 
nized as the standard. 
Price per package, 50c 
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Be BS 







Our guarantee means money back if you are not satisfied. If your dealer does 
not carry our goods we will mail them on receipt of price. 


1627 Columbia Avenue 
Philadelphia, Pa., U. S. A. 
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Kaos: 


pre PACIFICA TIONS AND EQUIPMENT—Motor—1-8 H. P. Universal. Speeds—Five 


DUMORE 


LATHE/*rDENTISTS | 





$275 
F. O. B. 
Factory 


£000 


P. M. Controlled by rheostat in motor base. Shaft tapered at both ends. Weill take 


or special 5-32" Goodell-Pratt chucks. 


Com plete equipment includes wheel arbor and 


emery wheel, tapered spindle and rag buff, 8’ cord and attachment plug. 


ESIGNED to deliver the great- 
est amount of service with the 
least expense for operation and 

maintenance; the DUMORE Den- 
- Lathe can be used in many ways 


motor is well able 
to perform every 
ishing and 

operation common 


to a dental labora- 
tory. AtJow speeds 
the grinding of teeth 





and polishing and finishing of in- 
lays, crowns and small work may 
be done. The selection of high 
speeds permit quick and easy pol- 
ishing of plates and bridges. 

Considering its de- 
pendability , precision 
of construction and 
the wide range ofits 
usefulness, the DU- 
MORE lathe is the 
outstanding value of 
dental laboratory e- 
quipment. Its price is 
$27.50 f.o.b. We have 
further interesting 
facts to tell you about 
this lathe. Write! 


WISCONSIN ELECTRIC CO. 


3256A Sixteenth Street, Racine, Wis. 
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$2.50 
Skill as in Dentistry 


In the manufacture of dental abrasives, highly 
specialized: skill is even more essential than the 


. materials. The best of these cannot compensate 


for the lack of this skill. 


Green Diamond Abrasives are made by men who 
have a quarter century’s experience to their credit. 
Obviously, none but the best materials combine 
with this. 


GREEN DIAMOND 


POINTS STONES STUMPS DISKS 


cut rapidly without heating. They retain their 
cutting qualities until entirely worn out—and 
wear evenly. 


Stones and Disks are true to size and the holes are 
accurately centered. Assortment No. 50, shown 
above, is an excellent working assortment. Its 
price is an example of what exceptional manu- 
facturing facilities can do. 


GREEN 


DIAMOND 





Your Dealer or Direct. 
A. P. DE SANNO & SON 


1615 -23 McKEAN STREET, PHILADELPHIA, U.S.A. 
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goaded day, in every way, we are 
selling more Asko Broaches. 
Auto-suggestion is not responsible 
either—our persistent advertising 
has helped, of course, but the real 
reason is the inherent goodness of 
Asko Broaches. ? 
Knowing, as we do, that the actual 
use of Asko Broaches wins perma- 
nent users of Asko Broaches, more 
quickly than any other means, we 
are eager to send you samples. 
Pin this page to your card or just 
pencil a line on a post-card and 
mail it to us. 


A. S. KOCH & SONS 


Lancaster, Pa. 


ASKO| .... 


—— —_— 
i Registered 
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These forceps are a combination of 
an elevator and extractor. 

The elevators are cowhorn and 
wedge-shaped, and the points are 
sharp and turned upwards. 

No. 1 is for extracting standing 
back of the chair; the handle is curved, 
also the beaks. 

No. @ is for use standing in front of 
the chair; it has a straight handle with 
right-angle beak. 

Price for one forcep $10.00, two for 
$18.00. 

No. 3 is the same shape as No. 1, 
and is to be used for extracting, stand- 
ing back of the chair. It is particularly 
good for the left side. It is also good 
for upper third molars. 


Dr. Johnson’s Forceps 


for 


Impacted Lower Third Molars 





No. 4 is the same shape as No. 2, 
and is used standing in front of chair. 

There are four strong talking points 
about these forceps; the cowhorn 
elevators lift up, the wedge-shape 
beaks push backwards, the up-turned 
beaks push further backwards, and 
the crossed beaks, making an unequal 
pressure, gives it a side twist. 


Price of single forcep, $9. 00 
Two forceps, $16.00 
Set of four forceps, #32 . 00 


Send check with order. 
Buy of your dealer or send direct. 
DR. A. B. JOHNSON 

National Bank Building 

NEW BRITAIN, CONN. 

















ee 


“ps 


lars 


Ss No. 2 
of chair. 
.Z points 
cowhorn 
ye-shape 
)-turned 
ds, and 
unequal 


$9.00 
16.00 
32. 00 
lirect. 
IN 


ik 
N. 




















ORAL HYGIENE 


ae er ee ee 


FOR THE 






























Greatest Satisfaction 


LINGUAL BARS 


USE STERN’S READY-MADE BARS 


Because: 


They are the stiffest bars 
made, thus supplying the 
most important function of a 
bar—that of holding the two 
parts of the plate in proper 
relative position. 

They fit with the least ob- 
struction to the tongue, on 
account of their carefully de- 
signed shape and flat anterior 
surface. 

They are the choice of the 
largest dental laboratories, 
who know what stands up in 
large numbers of cases, and 
cannot afford ‘“‘come backs.” 

They -cost no more than 
the inferior kind. 


LEARN & STERN 


104 WEST 116th STREET 
I. Stern & Co. NEW YORK 
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WAS AN IMPLEMENT USED IN EXTRACT- 
ING TEETH--TURNED LIKE A KEY. 


Would a doctor use it to-day? Decidedly no! 


And would he—if he knew there was something 
better than the ordinary lifeless pink gum rubber 
—use the ordinary lifeless pink gum rubber—when 


he could use 
GUM LYKE 


The Dental Rubber that looks as if it would 
bleed if it were cut. 


A Perfect Reproduction of the Human Gum. 


Exact in its color—even showing the delicate tracery of the 
blood vessels. 


These laboratories are proud to say they use 


GUM LYKE 


The Dresch Laboratories Co., 622 Madison Ave., Toledo, O.; 
The Berry Dental Lab. Co., Equitable Bldg., St. Louis, Mo.; 
Sam’l G. Supplee & Co., Union Square, New York City; 
Stipher & Munson, When Bldg., Indianapolis, Ind.; 

J. L. Dunkley, 159 N. State St., Chicago, II. 


ALL DENTAL DEALERS SELL GUM LYKE 
$10.00 THE POUND 


ASK US FOR A FREE SAMPLE 
INDUSTRIAL RUBBER CORPORATION 
LONG ISLAND CITY, N. Y. 

Makers of better dental rubbers. 
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These are the Marks that Identify 


Look on the lingual surfaces 


of 
NUFORM TEETH 


for the inverted ps shown 


in this 


Formerly, this mark ap- 


peared 
number. 





Universal Restorations 


illustration. 


beside the mold 





UNIVERSAL 
SOLDERED-IN-PIN 
(Gold Cased) TEETH 


bear the initials “U. D”, 
stamped in the lingual sur- 
face. Formerly, these were 
stamped on the pin seat. 


Marks of our pride in 


Universal Restorations 


For your next case, use 


NUFORM TEETH 


“as nearly perfect substitutes for natural 
teeth as it has yet been possible to make.” 


Send for wlustrated catalog. 


UNIVERSAL DENTAL COMPANY 


33rd and Columbia Ave. 


Philadelphia, Pa. 
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Why use pumice and things for prophylaxis 
—an abrasive agent, a polishing agent and an 
antiseptic—when these three essentials are 
united in Prophylax-O Tablets (Gardner). 


This unit form speeds up the prophylactic 
operation—enables you to do better work in 
less time than is possible under the old-time 
mussy, messy methods. 


So, why not? 


a 


And here’s the coupon that brings free 
samples. 
















Ellis-Jones Drug Co., Memphis, Tenn. 
Please send free samples of Prophylax-O Tablets (Gardner) 


Dr. 


O-H-2 








Address 








Dealer 
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THE TOOTH SAVER 





SHAVINGS AND. FILINGS 
5 oz. Bottle,. $9.00 1 oz. Bottle, $2.00 





1 UNION SQUARE , NEW YORK 
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Au- ‘Sol-Dent|| 
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How much can a denti- 
frice do in Two Minutes? 








Many dentists are justly skeptical about the 
fanciful claims made for many dentifrices. 
These dentists will be all the more interested 
in the following simple statement of facts: 

































Two minutes is about the 
limit of time a dentifrice is 
kept in the mouth. If, in this 
short time, it dissolves mucin 
plaques, it really cleans the 
teeth. Otherwise, it can only 
be a superficial friction 
cleaner, which utterly fails to 
fulfill the first and foremost 
task of any dentifrice—to 
clean—clean thoroughly, by 
dissolving or removing mucin 
film, safely and harmlessly, 
from between teeth and from 
the hard-to-reach molars as 
well as from the visible 
surfaces. 


20- Year Search 


For over 20 years, scientists 
have attempted to find a 





mucin solvent tooth cleaner, 
realizing that mechanical 
cleaners like pastes and pow- 
ders, are only makeshifts of 
the most primitive sort. But 
all attempts proved fruitless 
until Mu-Sol-Dent was dis- 
covered and perfected at the 
Mellon Institute, University 
of Pittsburgh. 

Mu-Sol-Dent is the only 
preparation which dissolves 
mucin in less than 2 minutes, 
safely and harmlessly. It 
prevents tartar, and _ has 
demonstrated gratifying heal- 
ing and prophylactic proper- 
ties. Every dentist who has 
given the subject serious 
thought, hails it as the first 
really successful solution of 
the tooth cleaning problem. 








Make 2-Minute Test at 
Our 1 Expense 








The V. B. a. ——- Drawer C, 

Uptown Te ittsburg will send 

you free sample bottle of Ria-Sol Dent, and full 

directions how to test the Mucin Solvent 

a mre of this and any other dentifrice in 
minutes. 
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| 
Find Out. 


about 
STEELCRAFT 


the furniture that is 
utterly different—that 
is constructed in a new 
way. Pin this ad to 
your card or send a 
postal. 


Steelcraft Co. 
7880 Morrow St. 
Detroit, § _-U.S.A. 


¢ 








A free sample jar of Pustolene will 
quickly show you why 200,000 jars 
have been used by the profession for 
treatment of 
abscessed 
teeth. 
Write 

















JIFFY RUBBER DAM 
HOLDER 


—no head gear—no weights 
—affords perfect access— 
on and off quick. 

cAT DEALERS 75c 


LEE S. SMITH & SON 
MFG. CO. 


PITTSBURGH, U.S.A. 
— 











Heals Bleeding Gums 


Dentists tell us this 
almost daily. 


You have in mind that 
which constitutes your 
ideal dentifrice. 

Does it clean teeth 
thoroughly and without 
harm? 

Does it sooth and heal 
inflamed gums—tone and 
strengthen soft, spongy 
gums — heal bleeding 
gums? 

Does the flavor invite its 
daily use by children as 
well as by grown-ups? 

If so, Ipana is your den- 
tifrice. It speaks for it- 
self through use. 


You and your patients 
should know and 
use IPANA 


A professional sample 
awaits your card. 


BRISTOL- 
MYERS Co. 


42 Rector St., 
New York 


, a 
. 
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IPANA 


TOOTH PASTE 


{. 


sak 
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THE KAYLE ATTACHMENT FOR CLASPS 
Patented Feb. 
28,1922. Other 
tents pend- 
ng. Protected 





in foreign coun- 
tries. 





The attachment on these clasps can be placed on any clasp after it is 

made. Teeth can be ground close to it, and it produces these results. 

(jives to clasps an individual movement hence breaks the stress and 
strain on teeth clasped. 

Hes stress breaking features therefore allows for absorption. 


H* lateral movement; will accordingly take in teeth diverging in 
angles inwardly and outwardly. 

(y'ves independent movement to teeth clasped allowing them to 
function naturally. 

(Tihe cast clasp is here made efficient. No grinding of teeth necessary 
to create parallelism. The ruthless destruction of good teeth is 

therefore avoided, and the use of inlays, attachments, etc., obviated. 

Attachment is so made that by slight mechanical effort when fitting 
it to clasp, the stress breaking or lateral features can be limited to 

the condition of case involved. 


Suttchane KAYLE CO., Inc. ™ ¥o¥ 


























A Really Balanced Anaesthetic, 
Anondyne Antiseptic 


Decrosan combines antiseptic, anaesthetic, astringent and granulation 
stimulation properties. 


Decrosan acts promptly—gently —effectively. 

Dentists are using it for abscesses, in root canal work, for all forms 
and characters of mouth infection and inflammation from soft, spongy, 
bleeding gums to the most aggravated case of trench mouth, acute 
pyorrhea accompanied by swollen gums and extreme pain. 

Decrosan stops the pain at once. 

You will be willing, won’t you, to have us send you a small sample 
vial of Decrosan for test at the chair? 

Pin your card to this advertisement or send a postal. In any event, 
mention your dealer. 


ALHOSAN CHEMICAL COMPANY, 4131 Olive Street, Saint Louis 


P. S. Remember this—Decrosan is safe—entirely safe. 


Decrosan 





ae 
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Start the New Year right— 

















with a Hoke-Jewel Dental Outfit! 


To solder or melt—connect it to any pressure casting machine—use it with 
your sprayer. 

Just a touch of the needle-valve gives a flame soft enough to solder thin 
gold—or hot enough to weld platinum. A broad brush flame or a thin 
needle-point, without a change of tip. 

And the Hoke-Phoenix Regulat pecially intended to work with the 
Hoke-Jewel Torch—gives exactly the delivery pressure that you want—high 
or low—easily and instantly controlled. 


Works with ordinary gas and oxygen— 
ten times cheaper— 
ten times quicker— 
ten times better! 








22 ALBANY St NEWYORK CITY 
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Every Dentist Should 
‘Know the Facts about 
ACIDENT Before 
His Patients Do 


Formula of W. M. Ruthrauff, A. B., A. M. 
Inventor of the first Acid Tooth Paste. 


ACIDENT IS THE MATURE PROD- 
UCT OF THE PIONEER IN THE 
ACID TOOTH PASTE FIELD. 


ACIDENT IS DIFFERENT FROM 
EVERY OTHER TOOTH PASTE, 
AND THERE’S A REASON FOR 
EVERY DIFFERENCE. 


Literature and samples of ACIDENT will be sent 
to any dentist or physician upon request. Please 
use coupon below. 


W. M. RUTHRAUFF COMPANY 


Fwenty Second & Arch Streets. 


y 
PHILADELPHIA. U.S.A. 





W. M. Roursravurr Company, Dept. 59. 


Kindly send me literature and samples of ACIDENT 
Tooth Paste. Professional card is attached. 
Dentist 
Physician 











City & STaTE 
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Golden Friendships 


The home of Hood’s Golds is at Boston, but they 
have made friends pretty much everywhere, on 


the basis of honesty and reliability. 


When you buy Hood's Golds you get maximum 


gold value. ~ 


Let us examine this statement. Uncle Sam 


‘simply requires that Gold Solder, for instance, 


be stamped so that you may know its approx- 
imate degree of fineness. 


Yes, approximate is correct. A leeway of over 
a half a grain is allowed. 


Hood's Golds are of the fineness stamped. 


Hood’s Casting Golds, ‘Soldefs and Filling Golds 
make lifetime friendships. 


No matter where you may be located, get ac- 
quainted with. Hood's Golds. After you have 
made their acquaintance a warm friendship will 
follow. : 


JOHN Hoop COMPANY 


178 TREMONT ST., BOSTON 
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Serving the Profession for More Than Sixty Years 
Insist Upon 


“THE OLD RELIABLE” 


1 fe NON VERGA™ 





—<—_— 
uatean 


u, addres. 


Venango St St., Philadelphia 


a 
——— 
If your dealer is unable to supply 


W. H. CLERKE, Special Agent 1136 








ORDER BELOIT BURGS..... 


MADE IN U.S.A. 
If your dealer doesn’t carry them in stock, instruct HIM 
to have US ship them direct to YOU. 


Made in six shapes, round, inverted cone, wheel, 
fissure, inlay and flame—plain or cross-cut—to conform 
with standard sizes. Any shape, size or assortment, 


$9.00 per gross, delivered. 


| BELOIT BUR MFG. CO., Box 374 BELOIT, WIS. 











Dr. Riddle’s Universal Dental 


Matrix Retainer 


Band 
Shown 
Extended 





Patented 
Dec. 19, 
1916 






For Dentists 

of Precision 

5 seconds to apply band. 
A few turns of the top 
screw and the tough and 
plastic: curved band(1i-2500 
' an. thick) embraces the 
tooth closely and perfect 
ly. Especially adapted for 
for step cavities, amalgam 
restorations and gold in- 
lay work. Will last a life- 
time. 

ee by leading dentists in 


. S., Canada, Europe, and 
the Antipodes. 


$3.00 with 12 bands. Extra bands 
25¢ dozen. Your dealer or direct 


Riddle & Wise, Manufacturers 


St. Francisville, Louisiana 
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of painless operations. 


_ thousands of other dentists. 


ported package, $2.50. 
Iiterature on Request 








Jodo-Formagen arrests pain quickly and it will dry up the secre- 
tions—assist in granulation—and permanently heal. 
It will quiet hyper-sensitive dentine, allowing the performance 


If you are not already a user of Jodo-Formagen-Cement, order 
a regular box from your dealer or direct from us. We know you 
will: be surprised and delighted with its effective ‘qualities, as are 


Regular size package, $2.00. Double size package, $3.00. Im- 


GUSTAV SCHARMANN’ 
1181 Broadway, New York City 





om 










aon) Desceresemry oe 


a* mA ho So 


wih ita Inch brash and” . 
itech b sti bristles moves Does professional duty begin 
lingual surfaces and thor- and end at the chair? 
ee one Se See Not with progressive dentists! 


After they put their patients’ 
teeth in good condition they go 
one step further. They give each 
patient a Takamine Toothbrush. 

This scientific toothbrush, with 






hbrush 


its 1-inch brush and 4-inch bris- 
tles, enables patients to keep their 
teeth in good condition... 

It reaches and cleans ALL the 


$1 a dozen, $7 a gross. 
YOUR DEALER OR DIRECT. 





TAKAMINE MFG. CORPORATION 342 Madison Ave., New Yorks 
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Kidder 
Specialties 
Make Tedious 

Work Easier 


Dr. Kidder’s Enlarged 


ed 


orm. 


Literature 


and Samples 


on request. 
PRICE 


50 cents 
a box of 
60 strips 


In three 
different 


roll- 
ed edges. 


_ Cervical Edge 
Matrix Strips 





makes strip fit snugly 


tooth and pre- 


vents crowding amal- 
gam under gum 


ing 
sure fine contact points 
and _ restor- 
tooth 


Kidder’s Sectional 


Impression 
Tray 


. for partial cases. 


Splits the impression 
without marring it. 
Assures success in 
most difficult cases. 
Faithfully repro- 
duces undercuts and 
ma lformations. 

‘Made in 3 styles 
and a set of 3 will 
meet every demand_ 
Will last a lifetime. 


Send for descriptive 


iterature 


PRICE $1.00 ea. 


Your Dealer or 
Direct 


Somgten, nisloem 
Canadian Agents. 


W. N. KIDDER 
433 Westminster St., Providence, R. I. 




















A chair that folds 
up like a book 





The Mallard Portable Dental Chair weighs just 

46 Ibs.; folds up like a book; no ropes nor wires 
to o break; adjustable to position of - a 
quickly raised and toe | adjustable head- 


Oak finish, $35. White or M: y 
Ask your ‘dealer or The ioe Suoply 
Co., 7th floor Gould Bldg., Atlanta, Ga. 








IMPORTANT 


For correct Root 
Canal work it is 
essential that you 
have the proper 
instruments 


KERR 


eea @ & Pat. ore 


Pulp Canal Files 


. ..v Canal Reamers 














Made in various 
styles and sizes 


AT ALL 
LEADING 


DENTAL 
DEPOTS 








«Manufactured 
by 


DETROIT DENTAL MFG. CO. 
Detroit, Mich., U. S.A. 
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TAKING IMPRESSIONS 
BY MODERN METHODS 
NEEDS THE IDEAL COMPOSITION 


THE D. M. CO.’S 


WHITE 


MODELLING COMPOSITION 


OBTAINS. SHARP, .PLASTER-LIKE IMPRESSIONS 
SOFTENS AT A LOW HEAT 

HARDENS QUICKLY 

EASILY MANIPULATED 

DOES NOT STICK TO FINGERS 

DOES NOT SHRINK OR DRAG 

IS NOT ELASTIC 


Directions for use with each box 


PRICES 
$2.00 10 lbs 


The Bowrose Inset Suction — 


is superior to all others 


SEND. US your name and address 
WE WILL TELL YOU WHY 


Made for Upper and Lower Dentures 
Price $1.00 each 


Stocked by most Dealers or sent postage prepaid 
By Sole Agents 


THE DENTAL MANUFACTURING CoO., INC, 
202 W. 42nd St., Room 315 New York, N. Y. 


















For 
10c 





472 Main Street 


a complete set of samples—samples of the 
Brown’s Specialties—famous for more than 32 
years. 3 

Just send the dime to cover mailing and we will 
mail youacompleteset of samples right away, in- 
cluding Brown’s cleaning fluid. Stamps will do. 


WHEELER-BROWN SPECIALTY CO. 
Fitchburg, Mass. 
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$1.50 Doz. 


““WALLBROS” 





WORLD’S FINEST 
HYPODERMIC NEEDLES 


1. Superior improved point. 


2. Finest tempered steel can- 
ula made. 


3. Absolutely non-leakable. 


Breakage reduced to a 


minimum. 

4. Adequate reinforcement. 
Greatest possible 
strength. 

5. Unusually high polish and 
finish. 


Order from your regular deal- 
er. If he cannot supply you, 
order direct, giving dealer’s 
name. 


Manufactured by 


WALLING BROS., INC. 


8 Franklin St. Springville, N. Y. 
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“Have you tried 
PERFECTO INVESTMENT 
for casting Gold Inlays, etc.?” 

If not, here is a good inducement 
on one of the best Casting Invest- 
ments on the market today. We are 
offering during this special cam- 
paign. 

6—four lb. packages 


Perfecto Inlay Investment 
for $5.00 
If unable to obtain from your dealer 
order direct from 
Perfecto Dental Company 
3346 S. Park Ave. Chicago, Ill. 
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There is no grit in Revelation Tooth Powder. 

There is no glycerine in Revelation Tooth Powder, 

There is not a single “drug” in it. 

Yet it cleans and it polishes—and it reacts favorably upon the 
gums. 

That is why thousands of dentists use and prescribe Revelation 
—why they are so keen about it. 


Film! Film doesn’t cling to a highly-polished tooth surface— 
the kind of tooth surface that the habitual use of Revelation 
maintains. 

So that you, too, may have the same first-hand knowledge of 
Revelation that thousands of your colleagues possess, we stand 
ready to provide a full-size can free. Please send your profes- 
sional card—or a note on your professional stationery. 


August E. Drucker Co., 2680 California St., San Francisco, Calif. 


REVELATION 


and Gums 


For Teeth 
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What 





You 
Get 


When PUSCURE was first compounded 
it was not made to sell. 















It was made to cure abscesses. 


That is why you are not merely buying a 
combination of drugs when you purchase 


a package of PUSCURE. 


You are buying an abscess remedy, made 
for the purpose, by a man who studied 
~ abscesses and their habits, and who has 
brought to the Dental Profession a prepa- 
ration which can be relied upon to do what 
is claimed for it every time. 


And bear this in mind. 
It was “‘made to cure abscesses.” 


From your Dental Dealer at $1.50 the 
package or from us at the same price. 














BUFFALO DENTAL MFG. CO. 
Buftalo, N. Y. uu. &. A. 






Makers of LEWIS CROSS BAR VULCANIZERS 


TRADE 
BUFFDENTCO 
MARK 

Reg. U. 8. Pat. Off. 
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Patented 


Black Bristle Extra Hard 


40 cents dozen 


Black Bristle Extra Hard 


50 cents dozen 








CRESCENT BROACHES 
sanuracrunen BY 


CRESCENT DENTAL MPG. CO. 
2214-16 S. Sawyer Ave. Chicege 

















Barbed All Sizes 
25 cents package 








CRESCENT 
TEMPORARY GUTTA PERCHA STOPPING 


HE RETENTION OF MEDICAM 
USED IN THE TREATMENT vl TEETH . FOR PILLING NERVE CANALS, ETC. 
uractuReo 
CRESCENT DENTAL MANUFACTURING co. 
2214-2218 Se. Sawyer Ave. CHICAGO, ILLINGIS, U.S. A. 








Pink White Ecru Assrt. 


30 cents per one ounce box 








For the Doctor who is particular 

















From All Good 





Dental Dealers _ 
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Duplex Gold Denture 








Now the Lower, Complete, $22 


This comprises, including gold, Trubyte teeth, granular gum, ash 
rubbers and trial. 
CONSTRUCTION: Entire palate of upper and greatest area of 
lower denture is of 27 gauge 18-karat gold, securely anchored by a 
series of retentions embedded in the vulcanite, thus permitting a 
beautifully smooth finishing line, between gold and vulcanite on 
both surfaces. 
ACCURATE FIT: The periphery of muscle-trimmed impression 
is accurately reproduced in the vulcanite, thus securing the “valve” 
peripheral fit with the rubber—a result almost impossible with 
metal. When necessary the periphery can be trimmed without im- 
pairing the fit of the plate. 
INSTRUCTIONS: Send perfect impression and bite. We will send 
the gold base, with teeth set up in wax to be tried in the mouth 
before vulcanizing. : 


We are prepared to handle this class of work for laboratories nol 
eyaipped to do it. 


Fae TERRY 


Dental Laboratory Co. 


EQUITABLE BUILDING, ST. LOUIS, MO. 
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Duplex Gold Denture 











Complete Upper Denture, $25 


This comprises full upper, including gold, Trubyte teeth, granular 
gum, ash rubbers and trial. 


You are bound to be delighted with the accurate technique, the 
superior materials, and the extreme care exercised in preparation 
of Duplex Gold Dentures—all of which combined, produce a really 
remarkable case. 


For twenty-five years “Berry” has meant the utmost of perfection 
in prosthetic workmanship and laboratory skill—a reputation of 
which we are justly proud and which we shall be glad to have you 
put to practical test. 


Send for Our Complete Price List 


We are prepared to handle this class of work for laboratories not 
equipped to do it. 


JThHeIZERRY 


Dental Laboratory Co. 


EQUITABLE BUILDING, ST. LOUIS, MO. 
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Dr. Tepper’s 
Modeling Compound 
No. Mo ore Makeovers. 


No time wasted. A perfect photograph- 
ic impression. . You' will be delighted and 
you will say “How could I have done with- 
out i 


Convince yourself. Send for a free 
sample. 


HEATLESS DENTAL WHEEL CO. 


Long Island City, N. Y. 
Makers of Genuine Heatless Wheels 




























Start with the 44-inch size 
—to find the entrance, and 
enter the canal. 


Then use the other three sizes—2, 3, 4—until the 
a est is inserted in the canal, makin a channel 
to the apex of the root. This is easily followed by a 
barbed broach or a root file without danger of 
breaking the instrument or packing the pulp. 
This method of successive operation with different 
lengths of the same diameter also makes it possible 
to open a canal with very fine probes without danger 
of buckling 
Leading dentists are using this method. 
Price—mounted in aluminum handles, per set of four, 
55c. Order through your dealer. 


Donaldson Broaches are truly scientific instruments— 
now the price has been brought to a level which 
eliminates all need for shopping for broaches. We 
have made it possible to economize without sacrifice 
of quality. 

DONALDSON DENTAL MFG. CO. 


1904 M. St., Washington, D. C. 
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with good needles 


Do that and you do away with all hypodermic 
needle troubles. Breakage and stoppage are the 
two trouble-makers. And you can banish them 
from your office by using good judgment in order- 
ing lengths and gauges, and buying good needles 
by name. 


Minimizing pain is not a matter of gauge but 
rather care used in pointing. Hypodent Needles 
are so carefully pointed that there is no difference 
in pain even when the larger gauges are used. So 
you can add a margin of safety by using larger 
gauge needles if they bear the name Hypodent. 
As an extra precaution, every Hypodent Needle is 
tested individually for breakage before leaving 
our premises. 


Stoppage, which is caused by burs on the inside of 
the tubing, is eliminated from Hypodent Needles 
by the use of the best French tubing exclusively 
in all Hypodent Needles.. This imported tubing 
has no burs. Such care in manufacture seems 
well worth while to the makers of Hypodent 
Needles. The many dentists who standardize on 
Hypodent Needles evidently agree. 


DE SANNO & HOSKINS, INC. 
PHILADELPHIA. 


Also Manufacturers ot Lightning Disks and Strips, Nuklorene, 
Pulp-Life and Other Specialties. 


Your dealer will supply Kalo-Kain if orders 
are placed in sufficient quantities. 
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& Clean—Clean!: 3 
*) Hygienic Dental Head Rest Pads of 

| provide a fresh, clean surface forthe ok 
P x head of each new patient—just tear ' * 
=e off the top sheet from each pad. bf 

) Enough for 200 sittings costs only ' *) 
5 $1.50. Phone your deaier: is] 
% Pads consist of 100 sheets; very ik | 


«| 


% 
rar 


] 


* DOOOC OOO DOOD OOO Oooh t 


KA easily adjusted to the chair with 
# attached el: s:ic bards. 


* Made of 2 grades of p2per. 

* Our No. 2 pads ave white =>.epe 
5 paper. 

= a Our No. 4 pads are impervious oP 
—— 

BA Ener size $1.30 per box. lok Pa. No. sere and bay 
= (2 pairs to a box). way, New York, or at your dealer. 


BHYGIENIC DENTALE 
HEAD REST PADS 
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Breath, 
Acids and maintaining healthy 
condition of Oral Cavity, Mu- 
is easily demonstrated. 
The most economical antiseptic 
mouth wash for daily use. 


Three sizes, 35c—60c—$1.20 


COL 


or Gingivitis, Pyorrhea, 
Bleeding Gums, Loose and 
Sensitive Teeth, Pus, Fetid 


Neutralizing Mouth 





Samples cheerfully mailed on request. 


MU-COL 


Instantly Soluble Antiseptic Powder. 


Mail this coupon with your card or letter head. 





THE MU-COL CO., Inc., Tupper and Edwin Place., Buffalo, N. Y. 


Please send free samples. 











MU-COL IS INVALUABLE AFTER EXTRACTION 
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Safe 


Under state laws, dangerous work- 
ing parts of machinery must be 
enclosed so as to safeguard em- 
ployees. 


| 


OO! 





No such laws apply to dental X- 
ray apparatus—but the Thwaites 
X-Ray is so constructed—every- 
thing is enclosed—it is absolutely 
and entirely safe for both patient 
and operator. 


W| Ge 


And the Thwaites is simple—as 
simple as a kodak to operate—you 
just press the lever. 


Because it is simple, it is free from 
complications. That makes it a 
pleasant piece of equipment to own. 


May we send you the book that 
tells why—that tells all about 
Thwaites X-Ray? 


Pin your card to this page or send 
a postal. 


THWAITES X-RAY COMPANY 


GRAND RAPIDS, MICHIGAN 





> Lu TH WATTLES 
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This 
Mahogany 
Cabinet 

will look good in your 
office—and it is free 


with $50 worth of Lin- 
crowns. 


Lincrowns are those handy, 
ready-made gold crowns that 
so many dentists everywhere 
are using and have been using 
in increasing quantity for sev- 
eral years. 


Order through your dealer. 


We will give you a Lincrometer 
free also. 


Order Lincrowns in assort- 
ments: 


Assortment No. 1, $28.20 (6 
molars, 6 Bicuspids, 12 An- 
teriors). 
Assortment No. 24, $31.30 (12 
Upper and Lower Molars, 12 
Upper ‘and Lower Bicuspids.) 
“Link up with Lincrowns— 
Worth more than their weight 
in gold.” 
Lincotn Dentat Mra. Co. 
1600 Chestnut St. 
PHILADELPHIA, PA. 






Have you our 
Lincrown 
Booklet? It 
tells all about 
Lincrowns 
and it’s free. 
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Is your 
handpiece 
entirely 
satisfactory 


9 


Have you ever used handpieces 
equipped with involute gears? 
Do you know what involute 
gears are? 

Terry originated the use of in- 
volute gears in handpieces ten 
years ago. 


TERRY 
Angle 
Handpteces 


made by Terry—are equipped 
with these gears. 

Terry Angle Handpieces are 
also distinguished by the fact 
that they are absolutely inter- 
changeable—all parts are stand- 
ardized—no need to tell you 
how these advantages add to 
the life of a handpiece since 
after many years of use, it is 
possible for us to rebuild it 
quickly and with absolute as- 
surance of satisfaction. 


Ask your dealer or 


Gro. A. Terry Mre. Co. Inc. 
356 South Elmwood Ave. 
BUFFALO, N. Y. 
Established 1910—growing 

ever since. 

Parts in stock for all standard 
ore ai including Consoli- 
dated. 

















The 
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to the 
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These are a few of the points that 
justify the preference of the | 
majority of dentists for the | 


JELENKO 
LINGUAL BAR 


The bar is oval The upper part of — 
throughout. With- the ends are corra- 
eut. sacrificing gated. They lie — 
strength this pre- where the vyleanite ; 


vents bulkiness. is the thickest. 








The angular part The lower parts are 
prevents infringe- flat. They liein the © 
ment upon the tis- thinnest part of the 
sues and conforms vulcanite and 

to the natural arch. strengthen it 


JELENKO ready-made patented LINGUAL BARS 


i8 kt. Cased Gold (1/5 part 18 kt. gold) Long, Medium, Short 
: $1.50 each $15.00 dozen 
16 kt. Solid Gold —_ Long $2.50 Medium $2.25 Short $2.00 
16 kt. Extra Heavy Solid Gold. Long $2.75; Medium $2.50; Short $2.25 
18 kt. Solid Gold _—_— Long $4.00 Medium $3.75 Short $3.50 
JELENKO ready-made patented PALATAL BARS 
16 kt. Solid Gold Long $3.50 Medium $3.25 Short, $3 00 


SOLD BY BETTER DEALERS EVERYWHERE 


JE JELENKO & © 











136 West 52nd. St. New York.USA. 
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Isn’t It a Grand and Gllabinws Feeling 


to dismiss your patient after a hard extraction or operation and 
know that he won’t call you up in an hour or so with a “‘howling 
pain’’? 


For of all dental griefs, post-pain is the most annoying; most 
difficult to control. The tremendous success of SEDAVOL in the 
dental field is due simply to the fact that it has been able to 
eliminate this grief with perfect efficiency and perfect safety. 
If you are not familiar with SEDAVOL and its uses, write 
today to the DENTAL PHARMACEUTICAL CO. and an 
opportunity will at once be presented to you to try it out in your 
practice. As far as records can reveal, every dentist who has ever 
tried SEDAVOL has continued to use and recommend it. 


Just clip this ad and send it with your card to the 


DENTAL PHARMACEUTICAL COMPANY 
HOLTON, KANSAS 


acTvaTe—O TAGLETS 





Producers of 
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There is only one genuine Green Carborundum. It is the only dental Carborun- 

dum made by the Carborundum Co. It is sold by Lee S. Smith & Son Mfg. Co., of 

Pittsburgh, Pa., thru your dealer. 
tame 











AT LAST, T.D.S. ImPRoveo Attacu-| WORN HANDPIECES 
REBUILT 


MENTS MAKE EVERY INTERNAL PART 
QUICKLY ACCESSIBLE WITHOUT MU- 
TILATIONS. ALL PARTS ARE STAND- 


ARD. ASK ABOUT THEM. 
ERRY S253 
SPECIALTIES AMINATION IF REQUIRED, 
ka IF IT‘S ABOUT A 


3408 BEACON AVE. SEATTLE. Wn.| HANDPIECE ASK TERRY‘S 


EQUAL FOR SERVICE TO 
ANY NEW ONES. T. D. s. 
IMPROVED FEATURES IN- 
} STALLED IF DESIRED. ES- 





TIMATES GIVEN ON EX- 














PENDING 


























Dental 


Safety 
Syringe 


Record 


Proved itself to be Most PRICES: 
Durable and Most De- 2CC, - $5.00 
pendable on the Mar- 3CC, - $5.50 
ket Today. DESIGNED A TRIAL WILL 
LATELY to Overcome CONVINCE 


Troubles of the Past. See Your Dealer 


BOSTON INSTRUMENT 
MFG. CO., 


409 BROADWAY, 
SO. BOSTON, MASS. 

















Tear off 
the top sheet! 

—and you have a fresh sur- 
face for the next mix—no 


messy cleaning to do! 10% of ce- 
ment saved by reading instructions. 


—— 
<== 








THis Coupon 1s WortH Money 














Send this coupon—it’s worth money—how much and how?—send it and see. 
Dr. 
Address 








Dr. F. B. SPOONER, 619 58th St., Brooklyn, N. Y. 
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Your wife will tell you- 








Our wives tell us a good deal—sometimes we wish 
that they wouldn't tell us quite so much! 

But give your wife a chance to use Thoro Skin 
Cleanser for her hands or as a shampoo and she'll tell 
you something you will be glad to know: 

That Thoro is really wonderful—that it is unlike 
anything else she has ever used. 

But Thoro’s main usefulness to you lies in the fact 
that it is the most delightful, effective and sanitary 
hand cleanser there is—hundreds of dentists have 
discovered this and are using Thoro in their offices 
daily. 

Send the coupon for the free sample. When you 
get it, take it home. 





Thoro Corporation, 217 W. Huron St., Chicago. Dept. O. 
Please send free sample of Thoro, Helen Channing’s booklet and details 


of special offer. 





SNCS ALS 3 es 
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~ 250,000 Brushings 


To prove that it doesn’t scratch 


Pepsodent omits soap, because soap is alkaline. 
Under modern requirements, a tooth paste must be 
mildly acid. 

Lack of soap makes the polishing agent conspicu- 
ous. So countless dentists and users at one time 
asked if Pepsodent could harm enamel. 

We employed scientists to compare the hardness 
of this agent with the enamel. Those facts proved 
that Pepsodent was harmless. 

Then we brushed teeth with Pepsodent 250,000 
times, and that confirmed the fact. We brushed gold 
with it 150,000 times. 


The mild acidity 


Pepsodent is mildly acid, as authorities desire. 
Thus it stimulates the salivary flow. It increases the 
alkalinity of the saliva, to better combat mouth 
acids. It increases the ptyalin in the saliva, to better 
digest starch deposits. 

But some asked, “Will that acidity harm teeth?” 
So we immersed natural teeth for four years in 
Pepsodent mixed with saliva to prove that factor 
harmless. 








In every way correct 


Pepsodent is in every way correct. Authorities 
approve it. Millions of people of some 50 nations 
employ it, largely by dental advice. 

So write us, please, if any questions arise. And 
let us send a tube for testing at your chair. 


PAT. OFF. 


Pepsaodéent 


The Modern Dentifrice 











THE PEPSODENT COMPANY, 2323 Ludington Bldg., Chicago, Hl. 1076 
Please send me, free of charge, One regular 50c size tube of Pepsodent, 
with literature and formula. 


“eee eeneneeevreeeeeereeeeeeeeeeeeeeeeeeeeeeeeeeeeeeneeeeeeeeee ete eteeeeeeeeeeee 
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Enclose card or letterhead 
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Better 
value 
ata 
lower 
price 





Gardne Centrifugal 
Casting Machine 


HE GARDNER CASTING MACHINE is capable 
of producing the finest work, time and time again, 
because it is accurately constructed, and so de- 

signed that it meets every requirement of a scientific 
casting technic. 

The materials and workmanship throughout are the 
best that can be had; it is fully guaranteed. The re- 
markably low price is due solely to the simplicity of 
design and no apologies need be made for any part of it. 
Its smoothness and accuracy is something to be 
proud of. 

Send in the coupon for more details about the many 
special features of this remarkable machine. 


Price Complete Only $27.50 


M. F. PATTERSON DENTAL SUPPLY CO. 
406 Sixth Avenue So. MINNEAPOLIS, MINN. 





M. F. Patterson Dental Supply Co. Minneapolis, Minn. 


Please send me full information and card entitling me to try the 
GARDNER CENTRIFUGAL CASTING MACHINE. 


Name 
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New! 
Dr. Canning’s 


PERFECT 
Fitting 
Molar Clamp 
Bands 





Price 
$2.00 











A—Occlusal roll of band. 
B—Mesio-distal constric: 
tion of band. 





Non-Corrosive 
Gold Color 
Will Not Tarnish 
In the Mouth 








For Spiral Spring or Any Solid Wire Arch. 
Same Assortment made for Any Lingual Arch. 








FITS at the Gingival 


Five Sizes 
Making a PERFECT FITS at the Crown 
Fit for Contoured at the 
Any Molar Tooth Buccal Groove 











Order From Your Dealer 





THE DENTAL SPECIALTY CO. 


General Agents DENVER, COLO. 


U.S. A. 
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Why CALOX is the Dentist’s 
Dentifrice 


HOUSANDS of dentists throughout 

the English-speaking world use Calox 
—the Oxygen Tooth Powder—in prefer- 
ence to any other dentifrice. 







They know that its action is dependable—and 
is founded upon strict scientific lines. 


For Calox is an alkali—neutralizing the mouth 
acids so frequently responsible for erosions and 
caries. 

. When wet by the mouth fluids, it liberates na- 

scent oxygen—which kills pathogenic germs by 
oxidation, and at the same time “‘burns up”’ par- 
ticles of decaying food that have lodged in the 
crevices between the teeth. 

Calox removes the film in which germs breed, 
purifies the breath, removes disagreeable odors, 
cleans artificial teeth and bridge- 
work, and keeps the tooth brush 
sweet and clean. 


If you have not yet tried Calox, 
send your professional card and 
receive a full-sized package, and a 
dozen or more samples for some 
particularly obstinate cases. Send 
for authoritative booklets on 
‘‘Focal Infection,” ““Pyorrhea’’ and 
“Orthodontia”. Write today. 

























McKESSON & ROBBINS 
INCORPORATED 
Manufacturing Chemists 
ESTABLISHED 1833 NEW YORK CITY 
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‘It seems quite significant that features in Clark Units—originally 
condemned by other manufacturers—are now adopted as the stand- 
ard of practicability—by those manufacturers—on their own fixtures, 


CLARK CREATIONS EVOLVE EMULATION 


A. C. CLARK & CO. 
1035 E. 76th St. Chicago, IIl. 
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Appearence 
Strength 
Durability 





“Holds like a Rivet”? 


DEPENDABILITY 


You can safely depend on Flint’s Korect 
Ocluso Teeth.—They possess a rare 
combination of natural beauty and en- 
during strength which has earned for 
them an enviable reputation. 


Korect Ocluso Teeth have Gold Cased 
Soldered-in Pins, and are produced from 
the most Natural Moulds in twenty- 


five Standard Shades. 


Drop a line to the dealer in your terri- 
tory about Korect Ocluso Teeth, or write 
direct. 





FLINT DENTAZMFG. COMPANY 
Frankford (77Ry Phila. Pa. 
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A Dentist takes 
his pen tn hand 


Ohio, Dec. 15, 1922 





“In my practice there has grown to be a constant 
demand for your attachments, always a few 
cases under construction, at present five. And 
every one has been a grand success; not one 
failure from the start in June, 1921. So you see 
I am enthusiastic, as I know their worth, and 
they are just what you claim in every way.” 


“Our Society has made me Chairman of the 
Clinic Committee, and as we have never had a 
paper or clinic on your attachment, would like 
to have you tell us all about it.”’ 


Partial dentures that are firmly retained; that 
are easily inserted in a few minutes regardless 
of leaning abutments; that are perfectly comfort- 
able from the moment of insertion; that remain 
comfortable; that do not endanger abutments 
from stress; SUCH DENTURES CAN BE 
MADE. And the Dentist who renders the service 
is the one who reaps the reward. 


Your name and address will bring you interesting 
literature that tells how Dresch Attachments will 
solve your partial problems. 


THE DRESCH LABORATORIES CO. 
622 Madison Avenue, Toledo, Ohio 
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‘Quicker 


‘Surer 








Nuremedy 


The 
Ideal Analgesic 


for 
Post-Operative 
Pain 
Above are 


Three Good Reasons 
Contains no acetanilid, opi- 
ates or habit forming drugs. 


Sold by Dental Dealers 


or Direct 


—Prices— 
100 tablets . . $ .75 
500 ”’ Jeri 
1000 —s”’ <—_. Va 
Write for samples today 








‘Central 
Laboratories Co. 


4210-Olive 
St. Louis, U.S. A. 





Jack Rabbit 
Engine 
with All Cord 


Arm and 
Doriot H. P. 


Engine as shown $40.00 
All cord arm, - 25.00 
S.S. White Doriot 20.00 


$85.00 











One Turn of the Knob 


This type has proven one of 
our best sellers, running very 
quiet and smooth, with plenty 
of power. The hand points 
to a small switch, built in 
motor. One-half turn of the 
knob instantly reverses motor, 
giving four speeds forward or 
backward. 


Engine complete includes extra belt, 
oil can, etc. New catalogue showing 
various types of Jack Rabbit engines 
and other goods we manufacture 
now ready. 


Dental Manufacturing Co. 
414 and 423 West Liberty Street 
Louisville, Ky. 

Formerly T. M. CRUTCHER DENTAL 

DEPOT, INC. 
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Special Hexagon 
Needles 


Metsan is a specialist in specials. 
Since Metsan is the only specialist in Dental 
Syringes and Needles exclusively, Metsan Needles 


have been perfected to be completely adapted to 
the individual needs of each dentist. 


Metsan Hexagon Steel Needles are strong. The 
Metsan Needle points are not soldered but 
swedged into the hubs. Therefore, there is a mini- 
mum danger of the needle snapping off, and the 
canula is not only well seated and strong, but 
absolutely leakproof. 

Metsan Hexagon Steel Needles are made in 
standard sizes and gauges of 14"’, 4", 44", #”, 
and 3%”’ in 25 and 26 Gauges, at $1.50 the donde. 
$16. 60 the gross. 


Metsan Special Hexagon Steel Needles are made in: 


23 Gauge, 1’, 114’, 114”, 15%" 
ame TI Poe wo sd. ckaee Per Doz., $2.25 


24 Gauge, 7%"’, 14", and #;"’....Per Doz., 1.50 


25 Gauge, 1’’, 114’’, 14”, 1%” 
Ee sc ccare us ooneite uc nontile Per Doz., 2.25 


27 Gauge, 14"", 35", %4 "” and +’’ Per Doz., 2.00 


Metsan Special Needles can also be supplied in 
Iridio-Platinum. Write for booklet and price list. 


For sale at your supply house. 
METSAN DENTAL MFG. COMPANY 
211-A East 62nd Street, New York City 


Agents for Great Britain and Ireland: The Saccharin 
Corporation, Ltd., 72 Oxford Street, London, W. 1. 
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You Need 


Something now and then to take care of 
extreme sensitiveness in the preparation of 
cavities which will permit you to work for 
those patients that cause so much trouble. 
50-50 DESENSITIZING PASTE will, in 
practically every instance, take care of 
these diagreeable situations for you. 


Contains no arsenic, cocaine, morphine 
or any derivative of them and does not 
require a narcotic form. 


No office is quite complete without a jar 
of 50-50 DESENSITIZING PASTE which 
comes at $2.00 and is guaranteed to give 
satisfaction if directions are carefully 


followed. 





Formula of “‘King” J. A. Williams, D. D. S. 
Manufactured and Guaranteed by 


KING’S SPECIALTY COMPANY 
Fort Wayne, Indiana 






































The Reynolds Rib-Anchor Attachment 


is a combination pin and anchor plate for use with removable porcelain fac- 
ings. This makes it unnecessary to carry a stock of various sizes of backings. 
To prepare the backing you simply cut a slot in a piece of 30 gauge sheet 
metal, e enough to receive the rib of the attachment. This is easily done 
with a rubber carborundum separating disc. The sheets are then trimmed 
to any size or shape that occasion demands. The two are then fastened to- 
er eve) sticky wax, (they become soldered together when the bridge 
soldered). 


The great strength of the Rib-Anchor is due to its one-piece construction, 
which eliminates all chance of imperfect pins and to the width of rib, which 
extends through the backing and anchors the pin firmly in place. This rib 
is more that ee times the size of the rivet used in ordinary backings. 
We manufacture a Backing Plate which with the Rib-Anchor Attachment 
makes a complete backing in two pieces, both die-cut and fit together so per- 
fectly that no wax is required to hold them together. 


Rib-Anchor Attachments (Platine) per dozen..................... $2.00 
Rib-Anchor Attachments (Gold) per dozen....................... $4.00 
Backing Plates (Platine) per dozen..................ceeeceeeeees $2.00 
Backing Plates (Gold) each........ Large 65c, Medium 60c, Small 50c. 





Order through your dealer or direct. 
Special quantity discount to dealers and laboratories. 


WESTERN METAL CO. BLOOMINGTON, ILL. 


1} 
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Dr. Peck’s 
Casting 
Investment 


By its use you may cast 
the largest full denture 
with exactly the same 
precision and accuracy 
that you cast your small 
inlays and three quarter 
crowns. 


Thousands of dentists 
have proven its value 
and will use nothing else 
but Dr. Peck’s Invest- 
ment on all their most delicate and intricate castings. 
It eliminates bothersome technic, withstands extreme 
heat and pressure. A dollar size can will prove the truth 
of these claims to your entire satisfaction. If it doesn’t, 
just return it to your dealer for credit. 


Hart 
Casting Gold 


Five splendid formulas, originated 
by. Dr. E. R. Hart for his own use 
and verified by the test of years. 
FORMULA For inlay abutments, 

Hart or Tinker three- 
quarter crowns. Melts 
with ordinary blowpipe Trade Mark 


price per dwt. $1.75 








Manufactured by 


ube’ 
Dental Specialties Co. 
806-18 Equitable Bldg. St. Louis, Mo. 
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Sterilize Your Mouth 
Mirrors in the 










Sterilizer 
Needed in Every 
Operating Room 


Instruments and appliances which 
can not be boiled can be sterilized 
just as thoroughly in the WEB 
Sterilizer. It is particularly useful 
in sterilizing— 


Mouth Mirrors 

Hypodermic Syringes 

Platinum Needles 

Silk Ligatures 

Tooth Polishing Bristle Brushes 
and Rubber Cups 
Gutta-Percha Points for root 
canal fillings, etc. 


The WEB sterilizes without heat 


of any kind—merely by the germici- 
dal vapor from the WEB B Sterilizing 


Fluid, making it an ideal sterilizer for 
home tse by patients for sterilization 
of tooth brushes, removable bridges, 
plates, etc. 





Price—complete with bottle of sterilizing 
fluid and wall bracket, 


To the Profession—$4.00 
Retails to Patient at $5.00 


Through Your Dealer or Direct 
Literature on Request. 


WEB ‘Sterilizer Co. 


Mount Vernon, N. Y. 
SN ONAEEIROIN e  C R 

















__— 


there is always some 
product that stands out 
because it really is better. 


POLISHERS 


PAT. AUG. 27, ISIS 


stand out—so dentists are 
using more and more of them. 
How are they better? 

Well the best way to find out 
is to use them—then you will 
kn ow why the user’s enthus- 
iasm for them is maintained 
and in 

Reliable dealers sell them at 
60c per dozen or $6.70 a gross. 
Young Dental Mfg. Company, 
St. Louis, Mo. 
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Just One Moment, 
Doctor! 


What are you paying for your retainers? 
Your 1923 dollar is just as big as your 
dollar of Foe was if spent for the 

“EUREKA Universally used — easily 
attached—your patients renew their own 
cups. Nothing to give you trouble in after 
years. 


“*The fact that it remains speaks for 
its efficiency”’ 


Upper or Lower, 
$2.00 per box—HALF DOZ. 


At best dealers everywhere 





1905-1923 


EUREKA SUCTION CO. 
Loudonville, O. 


































ORAL HYGIENE 





Dr. Stempel’s 
Water-proof Discs 
and Strips 


1. Durable 4. Thoroughly Water- 

2. Time Saving sseuee proof 

3. Economical 5. Can be Sterilized 
These are the reasons why— Try ‘em 


Stempel Dental Specialty Co. 


Fort Madison, Iowa 




















THE CAMPHO-PHENIQUE PRODUCT 


CAMPHO-PHENIQUE [liquid]is to be found at the hand of every skilled sur- 
geon in all delicate or important operations, as its powerful antiseptic and germi- 
c properties help greatly to insure success. It exerts a healing influence that 
imparts a stimulus to thetissues calculated to induce morerapid granulation. 

n the minor surgical operations and as an external eee for vee. 


ampeons and physicians Itis constantly needed in the office of every pr tioner. 
not obtainable at the Drug Stores, order direct. We will send to any Physi- 
cian, Surgeon or Dentist anywhere in the United States, postpaid, on receipt of 


CAMPHO-PHENIQUE LIQUID, 4-oz. size... .........cceceseceeess $1.20 

CAMPHO-PHENIQUE LIQUID, small size... .. 2... cccccccccscececs 30 

CAMPHO-PHENIQUE POWDER, In sifter top cans. ........ ecccdoce 45 

CAMPHO-PHENIQUE OINTMENT, 4-02. Cans .....ccccccccccccees 1.20 
Samples mailed on request. 


- Address: CAMPHO-PHENIQUE CO. St. Louis, Mo. 
(i a LCR TREES CAN ERENT ESET 























Alveolar A bcesses 
and 


Pyorrhea Pockets 


odiphen 


“First Aid for the Family” 


Dentists find that Sodiphene is effective in treating Alveolar Abcesses. Not 
only does its germicidal strength bring rapid and satisfying results, but the 
anaesthetic effect produced comes as a great satisfaction to the patient. In the 

treatment of Pyorrhea pockets, Sodiphene also secures surprising results. 
Both the healing and anaesthetic effects of Sodiphene, when used after extrac- 
tion, have established a firm confidence for this antiseptic and germicide in 
thousands of dental offices. This product has been termed a “‘perfect solution” 
by many dentists, eying an alkaline reaction notwithstanding that it has a 
phenol base, making it absolutely safe for home use by the patient as an aid 
to the dental operations. 


If you have not given Sodiphene a thorough 
trial, write at once for a liberal sample. 


THE SODIPHENE COMPANY | “GF 
Kansas City, Missouri. 





928 Central Street 
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firmly fixed 
facts— 


Ist. fact 


A Dentist’s Office. 
eee 6h CF 


Doctor Jones: Miss Burns, 
place this mold in the Dixie 
Oven and call me in 18 minutes. 
Miss Burns: Yes, Doctor. 

: (18 minutes later) 
Miss Burns: Your mold is 
ready, Doctor. 
Dr. Jones: (Enters Laboratory 
and makes casting) Let me see 
it before you pickle it. 

(A minute later) 
Miss Burns: (All excited) Gee, 
: Doctor, its a beauty! So 
smooth! Looks like it had been 
pickled and polished! And such 
a saving in time, too! Its the 
prettiest inlay you have ever 
made! Look! 
Dr. Jones: (Carefully examin- 
ing inlay and smiling) Ricuto! 
Taat’s Wuat I-Catu “A PEer- 
FEcT Castine!” I Recret WE 
Have Been So Lone Witnovut 
A DIXIE OVEN! 

(Curtain) 

Note: Dixie Ovens are heated 
by Gas, GasoLINE or PREsT- 
O-Lire. Ask THE Man Wuo 
Uses One! 


Price complete with thermom- 
eter only $13.50! 


At Your DEALER’s or Direct 
For further information, etc, 
address, DIXIE DENTAL 


TRIOLIN is a wonderful remedy 
for all cases of Putrescent or 
Abscessed Teeth; one treatment 
usually does the business. 


2nd. fact 


TRIOLIN is a powder and liquid; 
easy to handle, does not require 
careful study for successful treat- 
ment; saves hours of time and 
worry for the busy dentist. 


fact 


TRIOLIN is being used by more 
than 20,000 dentists throughout 
the world—it is truly the “King” 
of all abscess preparations. 


fact 


TRIOLIN instantly deodorizes all 
decomposition. It destroys and 
neutralizes all poisonous gases, 
arising from decayed animal or 
vegetable matter. It prevents the 
formation of pus. 


fact 


If you are using TRIOLIN we 
have no advice to offer—none is 
needed. If you are not using 
TRIOLIN, by all means try it and 
be convinced, as have thousands 
of others. 


Formula of J. A. Williams, D. D. S. 


Manufactured by 


Kings Specialty Company 


MFG. CO., Brown-Marx Bldg., 
Fort Wayne, Indiana 


Birmingham, Alabama. 
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A Cabinet of Distinction 





No. 121 Cabinet 


Price $225.00 


Round Corners 


This cabinet was de- 
signed by an artist 
and the round corner 
design was carried 
out even to roundi 
the drawer fronts an 
the marble base, giv- 
ing it an artistic and 
pleasing appearance. 


Metal Lined 
Medicine Closets 





Solid Oak or Ma- 
hogany Drawer 
Fronts 


The cabinet body also 
has solid Oak or Ma- 
hogany on all outside 
ex parts and has 
a good finish. 


Verde Antique 
Marble Base 


greatly enhances the 
beauty of this cabinet. 


Glass Trays 
Sanitary white glass 
instrument trays 
used throughout. 


Glass Knobs 


On all drawers and 


doors, 


A distinctive design that will attract the favorable at- 


tention of all who see it. 


First class workmanship predominates throughout; the 
finish is put on by experts and is beautiful and lasting. 


You can combine our goods with chair, engine, unit, 
etc. and purchase all on one contract on easy pay- 


ments if desired. 


Write us for a more detailed description. 


The American Cabinet Co. 


Two Rivers, Wis. 
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pe ct od 


Did You Ever? 


DID YOU EVER have a loose or misfit plate to 
contend with? 

DID YOU EVER have a plate that would not take 
suction when tried in for the first time? 


DID YOU EVER have a patient to tell you that 
she had worn her plate fifteen or twenty years and 
that it was the best ever, but it was getting loose 
and ask you if there was any way to tighten it up? 


DID YOU EVER put in a set of teeth and find 
that one side occluded too quickly or that the molars 
were too long? 

DID YOU EVER put in a temporary clei and have 
the patient return within a week and tell you it was 
so loose and painful it was impossible to keep it in? 


DID YOU EVER have a patient say—‘‘Doc, they 
don’t fit up behind?” 

Now, Doctor, if these troubles can be corrected within 
about twenty minutes (outside of vulcanizing) with- 
out remaking the plate, don’t you think it good 
policy to make these corrections? 

Bridgford’s Plate Paste does these very things 
quickly, economically and permanently. 

Briefly this is the way to use it: 

Place paste on back: of plate and press to place 
either on plaster model or in patient’s mouth; the 
excess is forced out and only enough remains on 
plate to compensate for defect. Flask with one pour, 
no opening of flask necessary. Vulcanize same time 
and temperature as vulcanite rubber. 


Enough for six to ten plates. 
For sale by all dealers in Dental Supplies. 


Price $3.50 per package 
Full directions with each package 


If ordering direct send money order or draft. 
Address Dept. ““H”’,, Pioneer Mtg. Co. Macon, Mo. 
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Just what is Somnoform 


Anyhow ? 


this question. The answer 

furnishes the last link in the 
chain of sublime confidence to all users 
and prospective users of this wonderful 
anesthetic. 


M itis times we have been asked 


Let your doubt be dispelled. 
The discovery of SOMNOFORM was 


not the result of chance. Dr. Rolland 
knew exactly what he was looking for. 
He experimented for years and found 
that Ethyl Chloride, Methyl Chloride, 
and Bromide of Ethyl properly com- 
bined, produced an ideal synergistic 
effect differing from the characteristics 
of any of the components. 


What was Dr. Rolland seeking? 


An anesthetic agent scientifically con- 
structed that would enter the lungs 
exactly in the same manner and time 
as air. A substance that would be 
taken from the lungs by the red cor- 
puscles and carried to the nerve centres 
exactly the same as nascent oxygen. 


A drug, that would paralyze the peri- 
phial nerve so thoroughly as to 
produce profound anesthesia sufficient 
for all minor surgical operations with 
one dosage. 


But, best of all, a drug that would 
function immediately and then pass 
out of the system through the lungs 
_ and respiratory track exactly as im- 
pure air after the oxygen is consumed. 





HE FOUND IN A CAPSULE OF 
SOMNOFORM 


the first and only ideal synergist ever 
discovered in the anesthetic world. 
That’s why SOMNOFORM has with- 
stood the ravages of competition and 
imitation for a quarter of a century. 
Thus we reiterate, that SOMNO- 
FORM is the safest—simplest—and 
most economic of all anesthetic agents. 














STRATFORD - COOKSON Please send me reprint and technic 
COMPANY chart. 
42nd & Ludlow Streets Name 
Philadelphia, Pa. Address 
Se ne 
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A Small Can of Wilson’s Co-re-ga 


Should Go with Each New Plate 


A wonderful comfort 


powder to assist patients 
with their new dentures 





COREGA CHEMICAL CO. 
CLEVELAND, O 








COREGA can be used as a third hand, holding your wozk 
in place in many ways that will suggest themselves to you 











WANTED—Capable Mechanical Dentists 


The demand is greater than the supply for REAL mechanical den- 
tists. The high standard of McCarrie instruction is evidenced by the 
success of its graduates. Individual expert instruction in every 
branch of prosthetics at reasonable terms. The largest and best 
equipped school. Send for free book 14. 


McCarrie School of Mechanical Dentistry, 34 and 36 W.Lake St., Chicago, Ill. 











LEARN MECHANICAL DENTISTRY 

. Earn $150.00 to $400.00 per Month 
A high grade, fascinating, dignified, and profitable profession. _No experience or entrance requirements 
necessary. No license required. Big demand everywhere. Special Dental Assistant’s Course for women. 

: arn While You Learn 

In America’s Greatest Practical Schoo]. Individual instruction by modern up-to-date methods in 
America’s best equipped Dental Laboratory and Clinic. Write for Free Trial Scholarship and FREE Life 
Scholarship offer and free book “‘ Mechanical Dentistry and its Art’’ today. 
National School of Mechanical Dentistry Dept. 62, 506 South Wabash Ave., Chicago, Illinois. 


LEARN MECHANICAL DENTISTRY 


Practical instruction—day or evening. Three to nine months’ course. No charge 
for equipment. Postgraduate course for Dentists and Practicing Dental Mechanics. 


Established over 30 years. Write Dept. 10-H for 36 page catalog. 
BODEE DENTAL INSTITUTE 


New York PHILADELPHIA BUFFALO BROOKLYN 
136 W. 52nd St. 15th & Walnut Sts. 1226 Main St. 15 Flatbush Ave. 


























should, for your own protection, ster- 
ilize infected instruments; old crowns 
and bridges; regulating appliances etc. 
before handI ng. ; 

Quickly done with “The Pentz”, with- 
out sterilizer contamination. Could you 
do it with a “‘boiler’’ and claim sanita- 
tion? Booklet explains. 


The Santiseptic Co., Staten Island. N. Y. 
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Thz Universal Laboratory Tool 
Perfectly Controlled 






O-Torch 


What is Prest-O- 
Torch? 


A dental blowpipe that 
rapidly melts the most re- 
fractory metals, yet never 
injures the metal. 


What does it burn? 


Prest-O-Lite Gas (in the 
handy little tank) and 
Compressed Air only. 


What kind of flame 
does it give? 

A great variety, ranging from a brush flame, | 

at about 2800 degrees, to an intensely 

hot needle flame, reaching as much as 

3300 Fahrenheit. 

How 1s it regulated? 


By pressure on the convenient trigger 
valve “‘at your finger’s end.’’ 


Who sells it? 


Nearly all good dealers handle Prest- 
O-Torch as well as the complete out- 
fit, which includes Bunsen Burner 
and Hot Plate or Stove. 


Who supplies Prest-O- 


Lite Gas? 
More than 22,000 service stations 
exchange full tanks for empties; \ 
charge for gas only. 
Do you want to know 
more about it? 
Write us for descriptive literature. 








THE PREST-O-.LITE COMPANY, Inc. 


Main Office and Factory: Indianapolis 
New York Office: 30 East 42nd Street 
Pacific Coast Office: 599 Eighth Street, San Francisco 
In Canada: Prest-O-Lite Company of Canada, Ltd., Toronto 
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SPECIAL OFFER 


$449 assortment a 65 


So confident are we that once you try aapics Ney Dental Silks that 


you will continue to use them that we 


e this special offer. 


The silk included in this offer. 


Champion Traction Cord 
Straightens teeth with gradual and painless 
pull. The knots in this remarkably twisted 
silk swell with the absorption of saliva over 
‘a period of many hours, resulting in ef- 
fective separation of the teeth for filling. 
Made in “‘O” (fine)}—No. |! and No. 2 
(medium) and No. 3 (coarse.) 


Champion Ribbon Floss 
For prophylactic work. Braided by our 
patented process that overcomes the split- 
ting or spreading, which reduces: the effi- 
cacy of ribbon flosses having laid filaments 
of silk. Made in No. 14 (fine)—No. 21 
(medium) and No. 28 (wide.) 





Champion Cutter Round Floss 


The standard of the dental profession for 
over half a century. Sold in {50-yard sizes 
in glass jars and fourteen other containers 
—vials, spools and domes. 
$4.40 Assortment $3.65 
| jar 150-yard Round Champion 
Cutter Floss......... te oe $1.40 
| jar Champion Traction Cord. @ _ 1.50 
State whether you want 0, I, 
or 3) 
1 Metal 


container Champion 


Ribbon Floss.............. 
re whether you want No. 
4,21 or28) 
Total regular price.............. 
Special introductory price. ...... 
Gudebrod Bros. Silk Company 


603 Chestnut St., 


Philadelphia, Pa. 





Champion Dental Silks 








Gudebrod Bros. Silk Co., 
603 Chestnut St., Philadelphia, Pa. 


Please send me the following $4.40 assortment of Champion Dental Silks at special intro- 


ductory price of $3.65: 150-yd. jar Round Cutter Floss; one jar No...... Traction 
Cord and one metal container No.....Ribbon Floss. 
Name Address......... 





Dealer's Name... 
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WE HAVE NEVER SAID THAT 


Rideout’s Graphite Investment 
and Inlay Paint 


were the best on the market. We prefer to send you samples 
and let them tell their own story. 

They aren’t bashful about it, for we notice a lot of orders come 
in from men who have heard them tell it. 


Are You a Good Listener ? 
Your Samples Are Ready. 


M. F. PATTERSON DENTAL SUPPLY CO. 
Box 1100—ST. PAUL, MINN. 
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Sal Hepatica 


Materially Aids 
Local Treatment 
aS IN 

PY PYORRHEA 


Samples on Request 


Bristol-Myers Co. 
NEW YORK 
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National Service 
in a $25,000.00 Suit 


That Included Three 
States and Covered Over 
4,000 Miles. 


WOMAN living in a small town in the Middle West, went 
to another state for an operation. The operation was per- 
formed. She returned home sooner than was recommended. 


A doctor in her home town cared for her during convalescence. 


She did not improve and sought the services of another phy- 
sician in another part of the same state. 


He suggested a trip to California. She took the trip and after 
arriving on the coast, sought and received services from Doctor 
Number Four. 


Upon returning home she died, several months later. 
Her husband sued Doctor Number One. 


Our Legal Specialists in Malpractice immediately became 
active in behalf of the defendant and in the course of compiling 
the defense. 


DISCOVERED THAT ALL FOUR 
PRACTITIONERS WERE CON- 
TRACT HOLDERS OF THE MED- 
ICAL PROTECTIVE COMPANY. 


Was that of any assistance to our Legal Department? The 
answer is too plain to need emphasizing. 
Specialization is the only efficient protection. 
Our contract holders receive the benefit of 
the experience and knowledge accumulated 
in the conduct of nearly 16,000 suits and 
claims in every corner of the country. 


For Medical Protective Service 
Have a Medical Protective Contract 


The Medical Protective Co. 
of 
Fort Wayne, Indiana 
Professional Protection Exclusively 
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A Word on Shaves! Golds 
and Their Manufacture 


The formulae for casting golds evolved by the painstaking research 
and scientific experiment of Herman E. S. Chayes, D.D.S. are nicely 
adapted to the class of work taught by their originator. These golds 
all contain platinum and are manufactured solely by us. This is, 
in itself, a guarantee of their absolute uniformity—an uniformity 
attainable only through manufacture in a large way and with the 
most modern equipment obtainable. The size of our plant pre- 
supposes the first, while our equipment of apparatus goes a little 
beyond even the word “modern” for much of it is exclusive. 
And this is a description of the golds themselves: Chayes’ A, for 
inlays in children’s teeth, and those of adults where these are in normal 
occlusion. Chayes’ B, for cast bases and for inlays in teeth of adults 
where these are in abnormal occlusion. Chayes’ C, for inlays in teeth 
which are to be used as abutments. Chayes’ D, for small and Chayes’ 
E for large saddles. 

' We shall be glad to answer your 

questions, doctor. 


BAKER & CO., INC. 


54 Austin St., Newark, N. J. 
5 So. Wabash Ave., Chicago 
30 Church St., New York 



































Holding the Mirror 
Up to Nature — 


Your patient would as soon have you use bright green 
rubber for the gum shade on his plate as to use a pink 


that was off color. 
Your plates must be as near Nature as possible—which 


means you must use a superior rubber. 


Eugene Doherty’s 
New Improved Pink Rubbers 


in light, medium light and deep shades, fully answer every 
possible requirement in the making of gum shades for plates. 
Not only do they make the most natural plates, but they 
are tough and durable to a remarkable degree. 


Eugene Doherty Rubber Works, Inc. 
110-112 Kent Avenue, Brooklyn, N. Y., U.S. A. 
Address all correspondence to Dept. B. 
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The world’s standard— 
HARVARD 
CEMENTS 


Harvard Cement Harvard Quicksetting Harvardid 


The Standard Filling ‘* P ee a Gold Cast Synthetic Silicate 
Material Crown and Bridge Work (Translucent) 








Sole Agents for the United States 
L. A. & W. H. THOENEBE 


1513 N. Thirteenth Street Philadelphia, Pa. 


The genuine contains the signature AUM Qpombe 


At your dealers or from us direct 
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| EVERY CLOUD A SILVER LINING 
EVERY PLATE A ROSCINIAN LINING 
Oo Roscinian Linings are Metallic Linings of 24K gold or 





| 





aluminum to be used on all new rubber dentures, counter 
acting the deleterious effects of the vegetable product 
caoutchouc, on the palatal tissues contacting with a denture in the 
oral cavity; especially valuable in preventing heated, spongy gums; _ |} 
producing and sustaining a strictly oral hygiene. The mechanicaleffect _ ||| 


is really beautiful and your professional suggestion is gladly paidfor. |}. 
The Roscinian Gold Lining XX (Our Standard) $5.00 { Sufficient for One if 
The Roscinian Felt Aluminum Lining 2.00 | OT en cotaee IE 


@ Buy from your dealer:or remit direct. Samples, literature and 
directions awaiting your request. Directions simple. 
INSTRUCT YOUR LABORATORY 


(If necessary, send your lining cases to our laboratory for the 
Roscinian Linings to be put on, where your denture will be made 
and finished, representative of the highest art in this branch of 


prosthetic dentistry. 
OMPANY | 











THE ROSCINIAN COMPAN 
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Manufacturers to the Nobility of the Profession 
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Never Before 


Has there been a preparation put up like 


DENTISEPTOL 


For the treatment of Gingivitis and Pyorrhea in the concentrated 
form to be prescribed only by the profession in 5% solutions for 
the patient to use at home. 

Containing such drugs as Phenol, thymol, phenolsulphonate of 
zinc, formalin, iodine, salicylic acid, camphor, chloroform, com- 
bined with a vehicle that really penetrates the tissue. 

Formula of Prof. Robert L. Crowe University of Tennessee College 
of Dentistry, Medicine and Pharmacy. 


Write for the sample bottle. 








Two sizes 
1 Ounce $2.00 Have your druggist order pint 
1 Pint 15.00 bottles through his jobber for your 


prescriptions and office supply. 
Order direct, through your depot or druggist. 
Distributed by the 


CHEMICAL PRODUCTS CO., INCORPORATED 
MEMPHIS, TENN. 


A. 
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The Kromayer 
Lamp 


The illustration shows a very convenient type Kro- 
mayer Lamp which is adaptable particularly for 
the use of your profession. 


This lamp is a wonderful modality 
for treating pathlogical conditions 
of the mouth, especially that of 
pyorrhea. It is very valuable after 
extractions and reduces the post- 
operative pain. 

We have some very interesting 
literature on this subject which we 
will be pleased to ae to you upon . | 
request for booklet “‘ 


















Hanovia Chemical & Mfg. Co. 


Newark, N. J. 
Branch Offices—New York, Chicago, San Francisco 
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The Weber Standard Unit Model 


THIS popular model embraces only the most important utilities such as ENGINE, 
FOUNTAIN CUSPIDOR, DENTAL LIGHT, INSTRUMENT TABLE, BUNSEN 
BURNER, PIPES FOR AIR AND GAS. 

Price not including the Engine $190.00 
Any Electric Engine, either overhead or wall-bracket type, can be attached. 


A set of beautiful illustrations of other models which we make will be sent to you cheer- 
fully, without obligation on your part, if you will drop us a card. 


The Weber Dental Manufacturing Co., Canton, O. 
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THE MASTER DENTURE 


AT A SPECIAL PRICE 
This Plate has taken the Profession by Storm. 


Orders and re-orders are pouring in from all over the country. 
Distance makes no difference. We have customers in far 
distant states who are glad to wait for this master denture at 
this special price. ; 

The entire palate is made of gold—well wired, looped and 
reinforced. The buccal and labial surfaces are produced in 
vulcanite, thus insuring a perfect peripheral fit. These dentures 
are beautifully and scientifically made, and always command 
a high fee from discriminating patients. They possess all the 
advantages of a gold plate and the perfect fit of a rubber 
plate. Price complete—including Trubyte teeth, carved 
Granular Gum, Gold Dust rubber, trial, etc.— 


$20. 


Send perfect impression, wax bite and shade. The metal base 
with teeth set up in wax will be sent to you for trial before 
vulcanizing. 
We guarantee that both you and your patient will be delighted 
with this beautiful denture. 

Write for price list and large book of beautiful color illustrations. 


REESE & WIEDHOFFT 
DENTAL LABORATORY 
215 N. Michigan Ave., Chicago, Iil. 
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At Last! 


a perfect cavity lining | 
IVOLINE 


This is a new product you will 
like. 

It is worthy of a trial. 

Once used—no other will do. 


Protect all fillings during early 
stages of hardening. 


All dealers. : 














J. W. Ivory Philadelphia, U. S. A. 

















Dead Teeth Cause Disease 


FOCAL INFECTION | | } 


is due to nerves dying under silicates and 
cements. 

DentMedic Cavity Lining and Pulp 
Preserver is absolutely necessary to re- 
tain pulps that are in vital condition. 





No. 1 No devitalization 

No. 2 Pulp Preserver and Cavity Lining 
No. 3 No mixing 

No. 4 Will not run on margins 

No. 5 Applied with a broac 

No. 6 ite in color 

No. 7 Antiseptic 

No. 8 Fill tooth immediately 

No. 9 A time saver 

No. 10 Not expensive 


DENTMEDIC 
LABORATORY 
Cleveland, Ohio 


Order of your Dealer 
Distributed by 
Price $1.50 The Ransom & Randolph Co. 
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Ultra-Violet: The Key to Efficient 


Every protein is influenced by ultra-violet. 
When 
is produced. When absent, as in cells, regenera- 
tion follows. (See Kober, Jour. Biol. Chem; 2 
Harris and Hoyt, Univ. California.) 


Much dental therapy has to do with infection. 


Infection = Degenerating Cells + Bacteria 


Ultra-violet, like no other known force, kills 
bacteria and regenerates cells. “Efficient” means 
safest, quickest and best. 


For infection, ultra-violet is 






















Therapy 


tyrosin is present, as in bacteria, toxicity 


SAFEST, QUICKEST, BEST 











VICTOR X-RAY CORPORATION 
Dental Department 236 S. Robey St., Chicago 






Write for further particulars 



























70) 
is 








302 ORAL HYGIENE 


The Excellence of 


_ Reynolds’ Gold Products 


Is Immediately Recognized by the 
Discriminating Gold Worker 












Filling Golds 
Shells : 
Solders 
: Plates 
ao Casting Golds 


For every dental requirement 


Manufactured by 


S. H. Reynolds Sons Company — 
100 Boylston St. Boston, Mass. 


Order of Your Dealer 
ee ee ee eg 
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Do you want to 
EARN more money? 





Man to Man—there 
never was an instru- 
ment or apparatus de- 
signed for the dentist’s 
use that has the poten- 
tial money-earning 
power of the modern 
Dental X-Ray Appar- 
atus. {It s the only 
piece of so-called 
equipment that earns 
“its own keep.” {Even 
if it does not bring in 
so much for each pic- 

ture,—(its revenue does not have to be 
figured in that way)—it brings in dollars 
and dollars in prestige. Tear out this 
page, write your name on the margin, 
and let us send you Bulletin No. 92 de- 
scribing the Wappler Junior Dental X- 
Ray Unit. {The Wappler Junior is, 
incidentally, the lowest priced—com- 
pletely equipped—Coolidge Tube Den- 
tal Unit on the market—(backed by 
WAPPLER with a record of “‘Twenty- 
five Years of Satisfied Users” behind 
them). It can be installed for a first 
payment of only $35.00, on alternating 
current. On direct current $42.50. 
Find out for yourself that you can not 
only pay for the apparatus each month 
from its earnings, but at the same time 
gain a substantial profit for yourself and 
greatly aid your patients. 


The Wappler Junior is sold by our nation-wide organization 
of exclusive agents or it can be purchased through your local 
dental dealer. 


WAPPLER ELECTRIC COMPANY, Inc. 


General Offices and Factory Showrooms 
Long Island City, N. Y. 173 E. 87th St., New York City 











ORAL HYGIENE, 


NOVOCAIN 


(Procain-Metz) y 


The Frequent Users’ Economy 
Packages 

































The New Style 
hermetically sealed 
bottles of 100 


N. S. Tablets ‘‘E’’ and ‘‘T”’ 
| $1.20 per bottle 
‘Box of 10 bottles $10.00 








ha 


For two percent. solu- 
tion, dissolve one N. S. 
tablet “E” or one N. S&S. 
tablet ‘‘T’’ in one cc. 
Ringer solution. 


The N. S. tablet “E”’ is 
preferable for mandibular 
injections and for anes- 
thesia when pronounced 
ischemia is desired. 


The N. S. Tablet “T” 
is preferred for anesthesia 
in non-surgical procedures 
in patients suffering from 
anemia, arterio-sclerosis _ 
and cardiac disorders and % 
also in the very young and 


in the aged 
HAMETZ LABORATORIES. fuc 


One-Twenty-Two Hudson Street, New York. 
Manufacturers of NOVOCAIN—‘‘The Dependable Original’’ 
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Torit Acetylene Laboratory Torch No. 36 
A Speedy, Convenient Outfit—Uses Acetylene Only 


Gives a range of flames irom a needle point to a large bushy a a 
—capable of a great varie Ay and silver soldering or brazi 
The torch uses ACETYLEN ONLY; no air pressure is require 
A temperature in excess of 2 500 degrees is obtained. The flame will 
not soot or burn the work. The cost of operation is low 

The outfit, as shown, consists of a polished brass $ 50 
torch about ten inches long, four tips, tip cleaner, torch ° 
stand and tip holder, five feet of rubber tubing and tank 
connection. Price, > ge ss apolty | Apatippeteahy sto anipliepa ryt 


Send your order to-day. aay back if Torch i not please you. 
Specify TOR TORCH No.3 


Order from your dealer or 
ST. PAUL WELDING & MANUFACTURING CO. 
179 W. Third Street St. Paul, Minn. 














INDESTRUCTIBLE— 





THE NEW PROMETHEUS STERILIZER 





No Seams - No Solder - Fuseless Safety Switch 
Fully Guaranteed 


THE PROMETHEUS ELECTRIC COMPANY 


511 West 42nd Street 
Established 1901 New York City. 
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French’s 
Dental 
Plaster 


Regular: for general work 

Impression : for quick work- 
ing 

Slow Setting: for vulcaniz- 
ing 


The Standard for 
Quality and Whiteness 


Send for free sample if you 
are not familiar with our 
Plaster. 


Samuel H. French & Co. 


Philadelphia, Pa. 
EST. 1844 INC. 1920 











cAnother 
Brand-new 
‘Product! 


The Bridge Porcelain Furnace. } 
Handsome in appearance. Less | 
expensive in original cost. Less } 
expensive in muffle replacement. | 
A more even distribution of | 
heat. Capacity for more work | 
at each bake. A new principle 
of construction to conserve the § 
heat. Send for circulars. Tue 
Hanpy DentTAt SPECIALTY Co. 
Somerville, Mass., Mfgs. of 
The Handy Dental Water 
Heater for the fountain cus- 
pidor. Forsale direct or through } 
your dealer. | 


The Bridge 
Porcelain 
Furnace 

















Lilly’s 
Solution, 


Dental for Trench 
Mouth 


The result of two years research in 
combating Vincent’s Stomatitis 
(Trench Mouth) by 


DR. O. W. LILLY, 
Oral Surgeon to McDowell 
County Dental Clinic 


A Specific for Trench Mouth, also - 


an aidin the Treatment mS 1 epee ag 
mucous patches and ilitic mani- 
festations in the Oral cavity: 


Sold on a money back guarantee 
Price $4.00 per 8 oz. bottle. 
Order through your dealer. 


The Harmeyer & Brand 
Company 
91-96 Carew Building 
Cincinnati, '  Qhio. 





























Equip your office with a Justrite San- 
itary Waste Pail. Used by thousands 
of dentists as standard office equip- 
ment. Opens with the foot. Closes 
automatically. 

Order from your dealer. 


JUSTRITE MANUFACTURING Co. 
2061 Southport Avenue, 
Chicago, IIl. 
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HEAD—NOSE—THROAT 


30 years | = began 
“4 WIEN doing good 
“6° SS cATARRHALJELLY *~® 


For Catarrh—Influenza—Cold in Head—Nasal Catarrh—Stopped Up Nose 
—Sneezing—Inflammation of skin and tissue. Thousands of Dentists, 


Physicians and Nurses recommend KONDON’S. 
FREE OFFER 


Any Dentist—Nuree or Doctor who will write us on their own stationery 
will receive FREE a tube of KONDON’S CATARRHAL JELLY for own 
personal use, and samples for patients and friends. KONDON’S is sold by 


the entire drug trade. 
Please mention Oral Hygiene when writing. 


Kondon’s Catarrhal Jelly 


Minneapolis, Minnesota 

















The Best Oral Antiseptic 


is the normal secretion of the mouth itself. The nearest 
to this best oral antiseptic is ALKALOL, because 
ALKALOL comes nearest to Nature’s modus operandi 
for restoring normalcy. 

ALKALOL does not overstimulate gland secretion. 
ALKALOL does not relax mucous membrane tissue. 


The proper salinity of ALKALOL plus the correct alkalinity of 
ALKALOL, aided by its hypotonicity, soothing and healing prop- 
erties, assure its constant and maximum therapeutic effect. 


ALKALOL “‘freshens’”’ the mouth, ‘“‘sweetens”’ the breath, helps 
to prevent tartar formation, dental caries and pyorrhea. 


ALKALOL to the dentist is nothing if not a necessity. 
Sample and literature to dentists on request. 


The Alkalol Company 


Taunton, Mass. 
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Oral Hygiene Bulletin 


ORAL HyaIENE is mailed monthly to every dentist whose name can be secured. 
The circulation guarantee is a minimum of 45,000 copies per issue. The present 
circulation exceeds a monthly average of 53,000 copies. _ 

This page is restricted to help and positions wanted, practises wanted and prac- 
The rate is 10c per word, initials and figures each counting 
as a word, each initial and figure of the address also counting as a word, as well 


Copy must cote the hands of publisher by first day of month preceding date of 
publication. Cash must accompany all orders.—OrAL HYGIENE, PITTSBURGH, PA. 
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FOR SALE—Semi-advertising dental 
office in good northern Ohio town, doing 
good business, best location in town. Low 
overhead. If interested address ‘‘H’’ ORAL 
HYGIENE, Pittsburgh, Pa. 





Dental mechanic with five years’ ex- 
perience desires position with strictly 
ethical practitioner. Excellent references. 
J. L. Rainey, Arlington, Ga. 





Three-chair advertising office in northern 
Ohio city of one hundred thousand; newly 
decorated; two thousand dollars. “‘Ohio”’ 
OrAL HYGIENE, Pittsburgh, Pa. 





Dentist wanted for Pacific Coast. Single 
man for detail work among dentists and 
physicians. Permanent position. ‘“T’’ 
OrAL HYGIENE, Pittsburgh, Pa. 





Eye trouble necessitates sale fourteen year 
old practise clearing good income. Two 
chair office, electrically equipped, railroad 
and manufacturing town; rent and living 
reasonable. ‘‘Q’’ ORAL HYGIENE, Pitts- 
burgh, Pa. 





FOR SALE—Semi-advertising office with 
ethical pens averaging cash three 
thousand dollars a month; seventy miles 
from Philadeiphia, live healthy town. 
Nine thousand dollars cash. Write August 
Lincoln, 1600 Chestnut Street, Phila- 
delphia, Pa. 








First class plate and gold man desires 
position with private practitioner or high 
class laboratory. Twelve years experience. 
Address ‘‘J. L. M.”” ORAL HYGIENE, Pitts- 
burgh, Pa. 





WANTED—Position as a dental labora- 
tory man. Can give No. 1 references 
“F” ORAL HYGIENE, Pittsburgh, Pa. 








Three operators for advertising office— 
permanent positions—must be registered 
in Ohio. State ability and salary expected 
in first letter. ‘‘Dentist’’ 10914 North 
High Street, Columbus Ohio. 


FOR SALE—Dental office in Moline, 
Illinois. Equipment in good shape. Three 
large rooms with rent twenty-five dollars 
per month. Price five hundred dollars 
cash. M. N. Jacobs Dental Supply Co., 
Davenport, Iowa. 





FOR SALE—Dental practise, equipment 
and residenc: established thirty years, 
is | ten thousand annually. One of best 
small towns in Pennsylvania, prosperous 
industrial, farming and resort section, 
improved roads, city conveniences at 
small expense. Only responsible party 
with ability and cash need apply. Re- 
tiring, will introduce. ‘‘A’’ OraL Hy- 
GIENE, Pittsburgh, Pa. 





WANTED—Position in laboratory or 
dental office. Had six years’ experienc 
in gold and plate work. Can furnish first 
class reference. Prefer western territory. 
“J” Ora HyGIENE, Pittsburgh, Pa. 





FOR SALE—Clean practise and A-l equip- 
ment. A first class man wishing to locate 
in Montana would do well to investigate. 
Sell less than invoice; the proposition is 
unusual. Going to specialize. Dr. H. F. 
Best, P. O. Box 66, Dillon, Montana. 





WANTED—AIl around dentist with ad- 
vertising office experience. First class 
old worker, extractor and contractor. 
egistered in New Hampshire. ‘‘Hamp- 
shire’’ OrAL HyGIEeNne, Pittsburgh, Pa. 





COLLECTIONS—Dental accounts only. 
Anywhere U. S. No collection—no charge. 
Debtors located. References: Continental 
& Commercial Bank, Chicago. Edward E. 
Collins, Hartford Building, Chicago. 





QUICK COLLECTIONS—Send us your 
accounts today and get ‘‘Quick Results.” 
Collections made everywhere. Wm. H. 
Dodd, 87 Nassau Street, New York. 
Established 29 years, one address. 





WANTED—Position by hygienist having 
had two years’ experience. Willing to 
assist dentist ‘‘D’’ ORAL HYGIENE, Pitts- 
burgh, Pa. 











FOR SALE—Ethical practice in indus- 
trial city, population twenty thousand. 
Doing six thousand dollars a year. Reason 
fér selling—going to specialize. ‘‘“XYZ"” 
ORAL HYGIENE, Pittsburgh, Pa. 
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FOR SALE—Semi-advertising office Phil- 
adelphia—clears yearly tw: lve to fifteen 
thousand—price ten thousand dollars cash. 
Write August Lincoln, 1600 Chestnut St., 
Philadelphia, Pa. 














ORAL HYGIENE 


We Do Not Employ 
Traveling Gold Buyers. 











WE are publishing 
this notice for the 


protection of the Dental 
Profession, Dental Deal- 
er and Dental Labora- 
tom. & & 8-8 2 


Any gold buyer claim- 
ing to represent this 
company can well be 
considered a fraud. ¢& 


Thomas J. 


Dee & Co. 


Manufacturers and Refiners 
Gold — Silver — Platinum 
Chicago 
Purchasing and Sales Dept. Refining and Mfg. Plant 


5 So. Wabash Avenue 317-319 E. Ontario St. 
T. G. McMAHON. Sec’y. & Treas. 
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No. 304. One-ounce Waxed Tape, 
in Dome. One Dozen to the 
Box, All Widths 


Put up also in wax paper without 
the dome—known as No. 306 as a 
filler for dome. 


gift to patients by dentists. 


up in several different ways. 


Houses—see that you are supplied. 


CHICAGO, ILL. 








Style 300—Salter’s Waxed Tape Silk 
Dental Floss is also put up 1-12 ounce in 


small pocket size glass vial, for sale or 


We also make a complete line of Round Silk 
Dental Floss, either waxed or unwaxed, put 


Carried by all the leading Dental Supply 


PURE SILK waxed 
Tape Dental Floss 


SALTER’S Famous Rib- 
bon or Tape Waxed Dent- 
al Floss is the perfect Pure 
Silk Dental Floss in uni- 


versal use. It is made in 


five widths and is an es- : 
sential in every Dentist’s 


office. 


Style 304 shown herewith 
is one ounce of Waxed 


Sik Tape: Dental Floss ~ 


in a Glass Dome, the 
clean, convenient way to 
keep it 
in Your 


Office. 





: “Ce 299 - 
When ordering, be sure to specify “Salter’s.” =. 3991-12 ounce 


waxed, in Glass Vial. 


Send for Illustrated Catalog One Dozen to the Box 
BELDING BROS.& CO. 
Manufacturers 


BOSTON, MASS. 

















Polishing Dust $125 


Collector 


Leiman Bros. New Model 47 Use Your Own Polishing 
In White Enamel Motor on Top 
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Electric motor underneath for either 110 or 220 V. DC os AC— 
60 cycles, single phase—operates the suction fan 
Stand yom own electric polishing motor on the table and the dust will de pear into the ante 
h ither hood can be removed if desired—removable water pans and electric light sockets on 
doors. Floor space 18 x 28inches. Powerful suction of air at*"both hoods— 
noiseless. The hoods are kept closed when in operation. Oan be run from electric light— 
specify current used and order today 


81 Walker St. LEIMAN BROS., New York 
Catalog-L5 Makers of good machinery for 35 years. 
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Correctness jor 

Correctness is demanded in removable bridgework, and 
you will apply every means to accurately —_ the § oa 
abutments. When this is done you would not want ff th 
to run the risk of destroying your work in the future, . 


if it should become necessary to replace a tooth. ar 
—Lrles Interchangeable Teeth being adaptable to every type 


of bridgework, are Bridgework Insurance. 


‘The twelve tooth Peeso Bridge used for this illustration was 


constructed by 
MR. FRANK P. WORTH 
LEEDS, ENGLAND 


and is illustrated with Eight) other cases in the Book of Bridges which 


will be sent on request. 


HAVE YOU RECEIVED THE TECHNIC FOR 
PORCELAIN ROOT WORK USING STEELE’S ? 


THE COLUMBUS DENTAL MFG. CO. 
COLUMBUS, OHIO, U. S. A. 





‘This case submitted in the 
1921 Prize Contest 
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PYCO manufactured casting golds consist of four 

different formulae, each having its distinct purpose. 

For the casting of simple inlays, our Spyco No. 4 

is recommended but for bridge restoration abut- 

ments, where rigidity, due to the forces of. mastication are 

required, we recommend our series of Tinker golds, namely 
Nos. 1, 2 and 3. 





id | _ We have added platinum in the proper percentage and 
| have always given a great deal of time to the melting and 
- | combining of the various metals which go to. make up 
nt # these formulae in order that we may give to the dental 


profession uniform products, formulae that can be depend-. 


©, ed upon to work the same way each time, provided they 
are handled with a definite, uniform technic by the operator. 


De iz TINKER’S No. 1 formula for inlays and all cases of ordinary cast 
sg crown and bridge construction, particularly both full and three- 
quarter gold jackets. . 


| TINKER’S No. 2 formula, double strength, for cast sadd.es in 
as | removable bridge work.’ Also on lower incisors and certain upper 
three-quarter corwns when a close bite is required in the thinnest 

type of attachment. 
TINKER’S No.3 A very high platinum group combination alloyed 
for clasp construction, both clasp and drawn wire, over arches and 
lingual bars, in fact for any purpose where a maximum of strength 
is SOSenaney. Casts smoothly on the inner as well as the outer 

L surface. 


Spyco Smelting & Refining Co. 


Purchasers and Refiners of Gold, Silver and Platinum 
>, Manufacturers of Dental Golds and Alloy 
MINNEAPOLIS, MINN. 





DENTAL PLATE BRUSH 


One of these Brushes 
~ Free to Dentists 


There isn’t a depression in any dental plate that 
this brush will not reach easily. 

Any dentist after inspecting the Pro-phy-lac-tic 
Dental Plate Brush will gladly recommend it, be- 
cause it does the work so thoroughly and easily. 

Write for free sample and see how the forward 
tuft of stiff bristles reaches every part of the plate. 

We also furnish booklets on the care of artificial 
teeth, imprinted with your 
name if you wish. 


Florence Manufacturing Co. 
Florence, Mags. 


Sold by all dealers in the 
United States and Canada 


James MeMillin Printi 
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